

■MM 



\ 






* 






!' 






«* 






t 






► 











tf 






* 



ft 



', 



■■ 



■^^H 



* I '• 






i 



™ 




ILLU5TRdTEb*CdTdL0QUE 




or THE 



;'I7I7F fTAN> m 



PREJTON 







HOT-AIR IMRNdCE5 




AND REQI5TER5.* 






nflNUF/KTUREb BY 



CLdRE BROS. SS5 CO 



GEORGE A. CLARE. HENRY C. HILBORN. FREDERICK CLARE. 



PRESTON, - ONT. 



\ 



JAS. HOUGH, JR., CATALOGUE PRINTER AND BOOKBINDER, GUELPH, 

1 



■ 




<§) 



Think Carefully ! 




^ * * * 



* * "T^" ?fS 




Decide Wisely ! 



It is Important that Vou 



GCT THG 










« p=7=^S tfft e 



J 



r 






Avoid the I^isk of Getting a Poop 

Article by JSuying a 



i 



phestod FQFtnAee: 













V 




INTH0BU6TI0N. 




■ 

IN getting out M Our FURNACE BOOK" it has been our aim to present our large line of hot air furnaces 
with such clearness that any one may become competent to select for their requirements. 

It has also been our endeavor to include such information as we have gathered by our experience, 
•and trust that it will be of service to those who are inte.ested in successful heating. 

It is needless for us to say that We Lead in the Hot Air Furnace Business, for our many cus- 
tomers from Halifax to Vancouver know this to be the case, and to those who are not in a position to 
judge, we are sure they will coincide with what we say after having given our catalogue a thorough per- 
usal and compared our furnaces with any others on the market. 

The Preston Stove Foundry was founded in 1853, by the late John Clare, and since 1881 has 
been carried on by the present firm, each of whom take an active interest in the business. 

Since the inception of the Hot Air Furnace business we have closely studied the wants of the Cana- 
dian people. We got out a line of Furnaces especially for their requirements, and have from time to time 
added and improved so that at the present time we do not hesitate to offer our large line of heaters as 

The Very Best Hot Air Furnaces manufactured. 

We meet in competition the furnaces of other manufacturers, many of which are simply reproduc- 
tions of stale American patterns, fumaces gotten up for a people whose climate is less severe, and whose 
fuel is much less expensive, and we leave it to the reader to decide whether he prefers such furnaces or 
those manufactured by us, which are as we have said, gotten up especially for the Canadian people, 
whose climate in many localities during the winter season is very severe, and to whom the 4 ' fuel bill" is 
such an important item of expense. 

We fully realize the importance of the "Fuel Bill," and do not hesitate in saying that as yet there 
has been no means devised whereby more heat can be generated from a given amount of fuel than with 
our improved furnaces. So popular have they become, and so large the demand that each succeeding 
year we have been compelled to enlarge our premises. 

The view of buildings shown on last page of cover was made in 1889, since when they have been 
considerably enlarged, so that at the present time we have every facility for quickly tilling orders and for 
manufacturing at the smallest possible expense, which enables us to put our furnaces on the market at a 

Comparative Low Figure. 

We have the utmost confidence in our ability to prove to any impartial mind that our furnaces are 
in every respect the most Powerful, Durable and Satisfactory Heaters in the market, and we 
therefore solicit a thorough perusal of this catalogue, feeling assured that we will receive your patronage 
and ultimate good will. 

We take pleasure in expressing our thanks for the very generous confidence and patronage heretofore 
extended to us, and solicit a continuance of your favors, and are 

Yours Faithfully, 
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HOW ARE YOU WARMING YOUR HOME? 



M #sM-f*iHfr» the result of bad heating ar- 

How many there are whose homes are sefiaujy- "^J^^^ ones! 
rangements, thus endangering the health, yes too often the hves, ot 01 

...» ml >th,wl <>f heatine is far from satisfactory, 
How many there are who know that their P^*~*~^J improvement ! 
and what they 'desire it to be, and yet do not take any steps toward .mp. 

How many there are who think they eannot _ afford J Wjr their method of heatmg, s,mp.y 
because thev are not aware that what they reqire is so easily attained. 

How many there are who won.d so thoroughly enjoy he^ng **. £%£« *" »"- 
with the same expense as what they are now heating impel fectlj one m iw 

, , i t „,■ f Ar rtri t Ic-nnwinor that the warm, balmy 

ing apparatus, such as we manufacture! 



OUR CHURCHES. j 

Are They Comfortably Warmed? . 

Too often is this matter given little attention by the officials in charge, they know how very 

uncomfortable and dangerous it is to remain during the services in a damp chilly atmosphere but 

ffe as a n excuse that "their church is not used very often, or that that they are too poor to better 

their method of heating. It can truly be said of those congregates who do not look to this 

e , and see that then- church is properly warmed, that they have a very coi.r, kkog.on. 






OUR COUNTRY SCHOOLS. 
Are They Properly Heated? 

It is only quite recently that the rural districts are awakening to the importance of introducing 
the modern methods of properly heating and ventilating their schools. 

Manv of us, looking back upon our school days, are reminded of the old school house, with 
the large wood heater in one corner with its sides warped and cracked from the many overheat- 
ings it has undergone. j 

We are also reminded of sufferings endured from cold when we were not favored with a seat 
near the heater, and of many a headache when "too fortunate" in securing a place close by 

the heater. 






How many of our country schools, and even village and town schools, are still pursuing the I 
same old method, without ever giving improvement a thought! 



TO HEAT WITH HOT AIR IS TO VENTILATE. 

HEALTH. 



VENTILATION PROMOTES 



Heating By Warm Air 

Brought from a source outside the apartment to be heated is undoubtedly the nearest approach to 
Natures method that is possible. Such an arrangement, by the use of proper apparatus, floods the 
house with an active circulation of fresh, warm air, bringing warmth and freshness in healthful 
combination. 

The successful Heater combines all the requisites to flood our rooms with a fresh, warm air, 
free from all poisonous gases, and containing no dust to vitiate the atmosphere we breathe, or soil 
the furniture and decorations of our homes. 
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HEATING BY STOVES 

Is a dusty, dirty method, affording no system of ventilation or the uniform distributiun of heat, 
thev take up valuable room in the house, and untold annoyance and expense is experienced by put- 
ting them up and taking them down each season. He who depends upon stoves to heat his house 
in these days is as far behind the times as he who relies on the tallow candle for lighting it. 

HEATING BY STEAM 

Is expensive and unless the apparatus is in the hands of an expert attendant it is often dangerous, 
and furthermore it affords no adequate system of ventilation; altogether it is hardly to be considered 
unless to be used by people who do not consider expense, or in large buildings difficult to reach by 
other sv stems. 

HEATING BY HOT WATER 

Is more recently claiming public favor, at the same time many of the same objections regarding 
original cost of apparatus and subsequent expense of keeping apparatus in order, as well as lack of 
healthful ventilation, etc., apply to this system as to steam. 

' THE POPULAR AND SENSIBLE METHOD 

Conducive to health and comfort, and the one best calculated to give the highest degree of satis- 
faction and real service in the great majority of dwellings, schools, churches and public institutions 
of the land, is the perfectly constructed and properly set up 

* 
* 

HOT AIR FURNACE. 



None of the objections applicable to other systems can be urged against it. Our improved line of 
Furnaces, if properly set and operated, will" use less fuel, give more and better heat, be free from 
gas and dust, afford better ventilation and give less trouble to operate than any other practicable 
heating apparatus ever brought before the public. 

ADVANTAGES OVER STOVES. 

A number of apartments can be heated with much less fuel than by a separate fire in each 
room, in fact your whole house very often can be nicely warmed with the same fuel that you are 
now using in one stove, and besides no room is ever properly heated with a stove, for when it is 
comfortable near the stove it is cold in the remote part of the room, and vice versa. 

The whole house being comfortably warmed, dangerous, chilling drafts are avoided in passing 
from one room to another. 

A Furnace never requires to be removed in the spring and replaced in the fall, but is always 
In readiness, and in damp or chilly days a moderate fire, in a few moments, will produce a warm, 
pleasant atmosphere throughout the building. 

Our perfect vapor pan arrangement renders the air moist and healthful and prevents the 
■shrinkage of wood-work and warping of furniture. 

No fuel requires to be carried through the rooms, thus a large amount of dirt and dust is 

avoided. 

By opening the register any room can be warmed in a few minutes. 

These advantages and many others may be obtained by using the Preston Furnaces. 
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VENTILATION. 

Books have been written upon this subject, and many Furnace Catalogues are filled with 
tracts from scientific works on ** Ventilation," but we do not propose to devote more than a 
paragraphs to its discussion, believing that it enters more largely into the province of the Archi 
and Builder than of the Furnace Manufacturer. 

It is absolutely necessary that Schools, Churches and Public Buildings be thoroughly ve 
lated, and in new buildings of this description the Architect specifies for the erection of ventilat 
shafts and Hues. In old buildings, not so provided, we invariably find a way to obtain good resi 

New dwelling houses arc often arranged with ventilating- shafts, but we must sav of thousa 
of cases where Furnaces were put into old houses without ai»y such provision, the ventilation i 
as perfect as with the most elaborate system of ducts and shafts. 

The vast difference in the temperature and gravity of outside and inside air makes dwell 
houses self ventilating to the extent desirable. In all houses there are hundreds of crevices \ 
openings that permit the admission and escape of air, and is it not a fact that a key-hole in win 
as a ventilator is better than an open window in summer. 

To plan :uu\ devise the most suitable arrangement for ventilation, one must be familiar w 
the detail and situation of the building in each case. 

TIMELY SUGGESTIONS. 
In Time of Heat Prepare for Cold. 

If you contemplate putting in a furnace do not wait until late in the Fall to do it. The proj 
time to attend to this h in the Spring when house cleaning or during the summer, thus affordi 
ample time to secure a first class job, besides you will have the furnace when required. 

If y<»u delay until the fall when the "rush" is on vou may be deprived of the services of t 
best mechanics, there is sure to be delays and the work done hurriedlv, causin- more or less d 
satisfaction to all parties concerned. 

GET THE BEST FOR THE BEST IS NONE TOO GOOD. 

It is natural and commendable that you want to get the most for your monev, but rememl 

•e . JT'' T ? ' S r P ;° ^t a * a "- V P ' iCe - ThiS iS douhl - V *° w!th fur »^-s' for a poor one 
teryextravagant w.th fuel and never produces a satisfactory supply of warmed air, therefore 
selecting a furnace be sure and get the best. * i.mcreiore 

ase^TurnT/tVi^ ^T™ 7 **l *\ eC \ h ™ am P !t V«y< *" *h mistaken economy to p, 
ase a furnace that lequires forcing to obtain the desired temperature. " 

It is wrong to suppose that because a furnace is large that it must necessarily burn more co 
of course more can be burned, but your building will be more easily and perfec V n Id w.th 

furnace of proper s, ze and less fuel will be consumed than if a sm dW J™H ( " " a ' nU,i "'" 
when too small, a furnace is frequently forced to suel-.n extent ,' h. K \ *, T^' J 

in consequence of the necessity for create, freedom , of ImL -u ^T ° Ut '"* , 3 r - wh 

fullest capacity and a given amount ot ul\ w^l no aecon Z h * he"* ,* "™ ^l"' *° *■ 

use of a larger furnace" For this reason the L" ,l f , .^ ' i "^ aS wouM £o,,ow l 

The si Z e should be such that it tZE2£*££^X IT- "T °^T '" ^ 7 
remarkably cold days that we have every" Winter? ' ° "P^'ty upon those very ft 

LOW PRICED FURNACES. 

d-St^srs ta^fearsy^ th r s = rea,i - ** *~ J 

powerful heater, and be simp.e in its B JSE."S^ ^^$2^" * 
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Our Goal Furnaces 




- 1 



Dunn? the infancy of the furnace business cast iron constructions were made almost exclusive- 
Iv. These were found to be fairly good heaters, but lacking in durability and quite extravagant 
in the vise of fuel. . It was soon discovered that such surfaces of the large castings as were close to 
the fire would become heated much more rapidly than the remote parts, thus causing unequal ex- 
pansion and contraction, and resulting in many of the castings cracking so as to allow the escape of 
E^asand dust. 

The all cast furnace not proving satisfactory, wrought iron and sheet steel constructions were 
next experimented'with, and a verv powerful and economical heater was produced, but after a short 
test thev proved themselves also lacking in durability. 

The horizontal portions, such as top of dome and radiator would rapidly buckle up, warp and 
become useless, while the upright portions remained unaffected. 




We further found that wrought iron was not a suitable material on account of its liability to be 
destroyed by rust or corrosion. The peculia-r nature of the coal soot especially in damp cellars soon 
effects the material. 



mm 
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To illustrate the superiority of steel plate over wrought iron for this purpose, among 
experiments we built a smoke stack for our boiler using alternate .sections of steel plate and wi 
iron of same gauge, and after three \ cai> use we found that the wrought iron sections wen 
pletely destroyed, while the steel plate sections remained practically unaffected- 
It became apparent after the unsatisfactory experiments with all cast, all wrought or stee 
constructions, that a combination of cast iron and steel plate would produce the most satisf 
furnace. This combination was tried and resulted in producing a most powerful, durabl 
economical heater, which has been adopted as a standard construction by the largest and m« 
perienced furnace builders. Difficulties, however, have been experienced in satisfactorily com 
the two materials so as to prevent the escape of gas and dust. 

Bolted, riveted and cemented joints were tried with ungratifving results, although man 
naces are still offered on the market of the same unsatisfactory construction. 



PATENT FUSED JOINTS. 



Fortunately for ourselves we made the important discovery of combining steel plate wit 
iron in such a way that no bolts, rivets or cement are required. This principle of eon^tri 
which we have patented, is the only one as yet discovered which absolutely and permanent!' 
vents the escape of gas, dust and smoke. Experts know that there has not as vet been a c 
joint constructed which will withstand the expansion and contraction. A joint so formed n 
all right for a time, but gradually the cement falls away, so that in a comparatively short rime 
is nothing to prevent the escape of gas and dust. 

We guarantee our Patent Fused Joints to overcome this difficulty, for actual test has 

fied our doing so, and each year adds increased popularity to this very important point of con 
tion. 

We are sole owners of the Patent Fused Joint and the only manufacturers who hav 
very important feature embodied in the construction of their furnaces. 

As we have said when experiments were made with wrought and steel plate construct' 
was discovered that the upright portion, were durable, while the horizontal ones were not. In 
of this fact, we have altogether discarded steel tops for domes, and substituted heavy corru 
cast iron tops, which are indestructible. 

It will be observed that the radiator on our Line of « Pleasant Home" and « Marvel" fun 

!-nn / ?7 f K ^ and S ° ?laC f d 3S m,t tC rob the firc P ot of it? hca Mhe top and bottom 
constructed of heavy cast iron ova in shape, while the sides are of heavy steel plate, the 

being made by our Patent Method. 5 o that virtually speaking the whole Low Radiator is i, 

\j IClc. 

travefpSS b/ri^L** Radiat0 ' ^ ' ^' 1CC * thc « *" *»* ** -»*| 

All our Steel Body Furnaces are fitted with Draw rVr>t,-« a „ fr - m- i t^ 
ing Grate,, which rest on wheels and are very e asd\ shake Th h D T P 7 g and S 

dumped, and are so set that their surface, ean be raked "ih Tooko" wh "^^^ °\ LP! 
simple in construction, durable, and economical in > tr ,m a P , e " deS,rC ' L The -' 

be in a few moments removed and SlZSlh' '"l , "?{ tune necessary the, 

part of the Furnace. replaced through the ash pit <loor. without disturbing any . 

the long bL is not sufficient to cause them o SS Z S^ — P^V* f " e ' ' 
used in Furnaces. ° gct CTUt of order ' ;,s ■ often the case v 
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Owing to construction these Furnaces will burn wood readily. We have quite a number of 
customers who have used wood exclusively with very satisfactory results. 

The feed doors are large so as to admit large, rofegfa wood, they arc also provided wjth a gas 
burning device. By opening slides in door, air heated is caused to flow in jets over top surface of 
fuel, igniting the latent gases and resulting in complete and perfect combustion of the coal. 

The fire pots are very heavy. 

The ash pit and ash pit doors are large. 

An upright shak- 
er bar is provided, with 

which the grate is 
effectually ope r a t e d 
without stooping. 



A sifter grate is 
arranged beneath the 
fire grate which is a 
great convenience, the 
good fuel which re- 
mains on top of it is 
at once put back on the 
fire, while the ashes 
fall into ash pit, from 
whence they are re- 
moved without any 
further trouble. 

A large dust es- 
cape is provided from 
rear of ash pit direct 
to chimney and oper- ? 
ated from in front of -^ 
the furnace. 

A proper clean 
-out is provided at each 
end of lower radiator, 
and all parts of fur- 
naces areeasily cleaned 




A large adjustable 
water pan is supplied 
with each furnace, 
which can be arranged 
to evaporate r<s much 
water as desired. 



The casing rings 
are arranged for either 
single or double cas- 



A**6fltoi 



A Check Hoard 
or Regulator, tastilv 
finished, is supplied 
with each furnace and 
can be placed at any 



convenient corner upstairs, and bv means <>f the chain attached to this board and connected 
to the check draft damper, and also connected to the lower lift draft in ash pit door, the hrc can at 
all times, without descending to the cellar, be kept under perfect control, thus saving a large per- 
centage of fuel and utilizing all the heat radiated from the furnace. 

These Furnaces can be operated with direct draft, causing them to respond quickly when 
starting fire or when it is low, at other times the gases, smoke, and all particles of combustion pass 
upward into the dome, from whence it is drawn down and requires to travel twice the length of the 
lower radiator before passing out into the smoke pipe, thus all the products of combustion are 
retained until all possible heat is extracted from the fuel consumed. 

POWERFUL AND ECONOMICAL HEATERS. 

Owino- to the superior construction, extensive fire travel and vast radiating surface presented to 
the action of the fire, the Preston Fuknaces are exceedingly powerful and economical heaters. 

It is becoming more and more universally admitted that the Steel Bods' Furnace, such as we 
manufacture, has the most powerful and successful heating surface yet produced. A perusal of 
the testimonials in latter part of this catalogue will show the unanimity of opinion as to the power- 
ful and economical heating qualities of our Furnaces, expressed by those who are now using them. 

The Best Materials 

Are used in their construction, the strongest mixtures of the best grades of pig iron constitute the 
castings, while the steel plate used is the best that can be obtained and is imported from England. 
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Pleasant Home 

WITH RADIATOR. 
A TubuJap Furnace fop Goal op fcLJood. 




POSSESSING THE FOLLOWING IMPORTANT FEATURES" 
Jo,*,;.'* C ° nStniCted ° f CaSt "•- -l heavy su,! plate and embodies our systen, of P* TENT Fl> 
It has a,, e.,„, lar g e as h pit , which cont;|jn , ^ ^ ^ ^ >f ^ ^ 

of ft™"* dUSt ?*» <™ »*<* ° f -* P* *-« with chhnney, which h operated fro m fn 



The F ire Pot k v ,,,. hcm . v ^ rf ^ ^ .^^ ^ 



t has a Draw Centre Ant-; Pi;«i r\ 

i»ip..i.(ih,i„„ a , lhmlvibiiiil •>■ 



Tte Don,. „„ >,,„,. „„„,.„„, M . ra . 



uJiz far- - *~ - «- *-h « .„ .„,,„,,„, .„ ,„., ,„„ „„ „ m 

I he rflcJno- i-.,-*^,. . . _ 



The casing rings are ranged for si „g le or double easing, 
We supply the*, brick set or portable as desired 

Read™ tter commvnc ^ ^ ? ^ ^ ^ 



Number 



Price (Portable). 

" (Brick-set) ..*.'.".'.'.'.'.;; 

" Galvanized Iron Casing 

Diameter of Fi,- e p ot( S 

44 / *« • 

T¥ basing-. ... 

He,ghtof Furnace on lv. ;;.*:; 

W eight * 

Size of Smokepipeto be used '....'. 



Estimated Heating Capacity 



Manhole Door and Frame, ex.ra $, „ 

We supply Asbestos for liniSr *!$* , 

desired. '8 <-asings when 



134 

$6* 33 

66 oo 

9 33 

i* in. 

3S « 

50 " 

73u lbs. 

7 in. 
1 0000 

to 

1 6000 



138 

$?S 00 

8' 33 
10 00 

2oy 2 in. 

44 

5^ 
945 lbs. 
6' in. 
15000 
to 

2 5 coo 



44 

44 



US 

$92 66 
96 66 

n 33 
23 in. 
48 <« 

54 " 
1 150 lbs. 

8 in. 

20000 

to 

30000 



146 

$105 33 
no 00 

13 33 

26 in. 

52 " 
56 " 
1360 lbs. 
Sin. 
25000 

to 
5(X)oo 



I 
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The KDarvel. 






A Steel Plate Furnace for Coal op fcA^ood. 









POSSESSING THE FOLLOWING IMPORTANT FEATURES: 

It is constructed of cast iron and heavy steel plate, and embodies our system of Patent Ft 

Joints. 

It has an extra large ash pit, which contains sifter and ash pan of ample SlZC 



of 



t It has large dust escape from back of ash pit direct with chimnc\ which is operated from f 
furnace. 

The fire pot is very heavy and of the most approved shape. 

It has a draw center anti-clinker dumping and shaking grate, which rots on wheels ai 
easily shaken. It can be completely or partially dumped and is so set that furnace can be rake 

An upright shaker bar is provided, with which the grate is effectually operated will 
stooping. ■ 

It has double low radiator, which adds largely to heating capacity. 
Every part of the furnace can be easily cleaned. 

m 

The feed door is large, so that rough wood can be utilized at such portions of the vear i 
<lesired. It is also fitted with a gas burning device. * 

The dome has heavy corrugated cast iron top. 
reguWL™ E^ ^ ai ' CCt ° r bdirCCt *•*- Which ™ «-■- - U- the, can 

ate « ^^TSiSlL P; ' n " S " bpHed Wilh ^ fUrna ° C ' Whlch - h —^ «> "a, 

The casing rings are arranged for single or double casines. 

We supply them brick set or portable as desired. 

Read matter commencing page 7 about Qvr Coal Furnaces. 



Timber 



M 

U 



Price (Portable) 

(Brick-set) 

Galvanized Iron Casta 

Diameter of Fire Pot 

Casing 

Height of Furnace only 

Weight 

>iize of Smokepipe to use. . . . 






Estimated Heating Capacity. . | 

Manhole Door and Frame, extra 

$3-33- 

We supply Asbestos for lining 
•cases when desired. 



134 

$=;6 00 
58 66 

9 33 
18 in. 

38 " 

54 M 

615 lbs. 

7 in. 
1 0000 

to 
16000 



138 

$70 OO 

73 33 
10 00 

20% in 

44 
56 

915 lbs 

8 in. 

1 5 OCX) 

to 

2 ^OOO 



»« 



• • 



142 

$83 33 
*7 33 
" 33 
23 in. 

48" 
58 " 
104a lbs 
8 in. 

20000 

to 
30000 



14G 

$95 00 
99 66 

26 in. 

5- " 
OO » 

1340 lbs 

Sin. 

25000 

to 

5 OCX JO 



152 



: 



$">5 33 

110 66 
16 06 
29 in. 

54 " 

'-2 * 

13S0 lbs. 
o in. 
40* m >o 
to 

73000 



. 












I 



I tf 
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*& 



P^ESTON.OKTARJQ 1 *; 



14 



OUR FURNACE BOOK 




Dome 



ITH RADIATOR. 



A Steel Plate Furnace with Radiator 



BURNS COAL OR WOOD. 












Large ash pan with sifter. 

Largo dust flue leading direct lo smoke pipe and operated from front of furnace. 

Extra heavy fire pot. 

Heaw steel plate dome, with heavy cast corrugated top. 

A durable and economical, dust and gas proof furnace. 

Power radiator vastly increases its power. 

The water pan is extra large. 

We make them brick set or portable as desired. 

It is constructed of cast iron and heavy steel plate and embodies our system of Patent 
id Joints. 

Read matter commencing page 7 about Oi n C<>AL FURNACES. 



Nl.MBER . 

(Brick-Set) 

" Galvanized Iron Casing 

Diameter of Fire Pot 

11 ll Casing 

I [eight of Furnace only 

Weight 

Size of Smokepipe to use 

Estimated Heating Capacity 

Manhole Door and Frame, extra, $3.33. 

We supply Asbestos for lining cases when desired. 



132 

$51 00 

S3 66 

9 33 
18 in. 

38 

54 
622 lbs 

7 in. 
1 0000 

to 
15000 



«» 



4t 



136 

$58 33 
61 66 
10 00 

20^ in 

44 " 

739 
8 in. 

1 5000 

to 

20000 



144 

$84 66 
89 33 

i3 33 
26 in. 

52 " 
60 M 
I 160 lbs. 
8 in. 

2QOOO 

to 

5OOOO 



I r 
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Dome Furnace 



For Hard or Soft Coal, Coke or Wood. 



ESPECIALLY ADAPTED TO SUPPY THE DEMAND FOR A FIRST-CLASS LOW PRICED FURNACE. 


















*# 




ISiJL^. 



"fc.*' 









A Quick, Powerful and 
Durable Heater. 



Has Heavy Casting, a 

Steel Plate Dome with 

Heavy Cast Iron Top. 









*r+& 




« 






>. 





-wSUiS* 



Responds Quickly to the 
Action of the Fire. 



All Joints are Made by our 

Patent Method of 

Fused Joints. 




It is Supplied with all the Latest Appliances for Easy Management, and for Quickly Controlling the 

Fire and Supply of Heat, as the Temperature of the Weather May Demand. ; 



Number 



Price (Portable) 

» (Brick-Set) 

" Galvanized Iron Casing.' 

Diameter of Fire Pot 

« " Casing 

Height of Furnace onlv 

Weight 

Size of Smokepipe to be used. . 

Estimated Heating Capacity. 

Manhole Door and Frame extra, 

$3-33- 
Asbestos for lining cases extra. 



132 

$39 oo 
4 1 66 

9 33 
iS in. 

38 « 

54 " 
535 lbs 

7 in. 

IOOOO 

to 

I2000 



1I-H3 

$45 oo 

4* 33 

IO OO 

2o'4 in. 

44 " 
56 " 

638 lbs. 

7 in- 

15000 

to 

18000 






142 

$60 00 
64 00 

11 33 
23 in. 

4S 

58 

840 lbs 

Sin. 
18000 

to 
25000 



11 



u 



! 144 


152 


1 $70 00 


$80 00 


74 66 


S 4 33 


13 33 


16 66 


26 in. 


29 in. 


1 52 " 


54 " 


I 60 « 


62 • 


925 lbs. 


103S 


in. 


9 in. 


2qoOO 


40000 


! to 


to 


40000 


75000 






** 
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Pleasant Home 



Steel Plate Tubular Furnace 



BURNS COAL OR WOOD. 

Has largj Ash Pan, with Sifter and Dust Flue attachments, also Steel Plate Dome with heavy 

east corrugated top. 




Tubes in Dome Largely 

Increases Heating 

Capacity. 









The Feed Door is Large, 

and will Admit the 

Roughest Kind 

of Wood. 








^o^jl^^ 



It has a Heavy Fire Pot 

and Large Water 

Pan. 



It has all of the Latest Im- 
provements for Easy 
Regulation. 




To Those in Want of an Efficient and Economical Low Priced Furnace, the " Pleasant 

Home " will Meet Their Want in Every Respect. 



Number 



Price (Portable) 

" f Brick-set) 

" Galvanized Iron Casing 

Diameter of Fire Pot. 

Casing 

! Feight of Furnace onlv 

Weight 

Size of Smokepipe to be used. 



Estimated Heating Capacity 



Manhole Door and Frame, extra, $3-33- 

We supply Asbestos for lining casings when 
desired, 



134 

$>o oo 
'52 66 

9 33 

iS in. 

38 " 
50 " 

533 lbs. 

7 in, 
1 0000 

to 
15000 



138 

$60 00 

^3 33 
10 00 

20J4 in. 

44 



a 



41 



ft"* 

638 lbs, 

8 in. 
12000 

to 
18000 



142 


146 


$70 00 


$So 00 


74 <*> 


84 66 


" 33 


13 33 


23 in. 


26-in. 


4 S - 


52 " 


54 " 


56 « 


980 lbs. 


1020 lbs. 


Sin. 


Sin. 


15000 


20000 


to 


to 


25000 


40000 



**, 
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Comfort. 






FOR COAL. 



:\ 



LOW-PRICED, all-cast Furnace, with large Ash Pit, Shaking and Damping Grate, Con 
gated Pot and Body, Return Flue Tubular Radiator. Generally speaking, Radiators of tl 
description are not easily cleaned, but we have overcome this difficulty by constructing our Rad 
tor without holts or rivets, and it is so arranged that tubes can be lifted out and Radiator eas 
cleaned. 




A. Quick and Powerful 

Heater, Suitable for 

Heating Stores, 

Small Houses 

etc. 






It has all of the late 
1 mprovements for beir 
Easily Regulated ar 
Drafts can be Operat< 
from rooms sbove. 




The "Comfort " has proven itself to be an exceedingly powerful Heater, and^ 
can recommend it to those in want of a low-priced, all-cast Furnace. 



Number 



I* rir*p 

/-• 1 JT /-« • 

" Galvanized Iron Casing 

Diameter of Fire Pot 

" " Casing 

Height of Furnace only 

Weight 

Size of Smokepipe to use 

Estimated Heating Capacity 



14 

$24 00 

5 33 
14 in. 

2S " 

44 " 
250 lbs, 

7 in. 

7000 

to 

10000 



18 

$32 00 

6 66 
18 in. 
32 " 
4 S » 

460 lbs. 

7 in. 
10000 

to 
15000 
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Heaters 




THE " Sanitary '' is intended to be used when a Furnace in the basement would not be 
practicable. 

It is especially adapted for heating school rooms, halls and other large rooms and can be 
located in any out of the way part of the room practicable to its operation, and thus take up very 
little useful space. At the same time it will do the important work of heating- all parts of the 
room alike. 



It is simple enough to be understood by anyone and requires less attention than an ordinary 



stove 




The "Sanitary" is used largely in private dwellings, which have no basements, and 
placed directly in hall, heating adjoining rooms and upstairs nicely. 



is 



1 


! . -■ ' , | 








NO. 


PRICE. 

1 


DIAMETER OF CASING. 


CAPACITY. 




132 


1 

$61 OO ; 


38 inch 


14,000 cubic feet 




134 


73 00 


38 inch 


16,000 cubic feet 




136 - 


68 00 


44 inch 


20,000 cubic feet 




138 


88 00 


44 inch 


25,000 cubic feet 




142 


95 °° 


48 inch 


30,000 cubic feet 




I44 


99 00 


50 inch 


35,000 cubic feet 




I46 


1 10 00 


52 inch 


40,000 cubic feet 




IS2 


120 00 


54 inch 


50,000 cubic feet 








ft 
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Hilborn 



Hot Mir (&Jood Burning Furnace 



IT is acknow iedgcd bv those who arc competent to judge, that the " Hilborn'* is the most Po\ 
ful. Durable and Economical Heater on the market, and those who arc about to purchase a w 
furnace should consider well the follow ing^pecial features which this furnace possesses:— 

It is the only wood burning furnace on the market which can he cleaned out at all times. 1 
is most important, for no furnace can be a powerful heater in which the dust and soot is allowc 
accumulate. 

It will be readily observed bv the construction of the " Hilborn" that a vast amount of 
travel is provided, and consequently an enormous extent of radiating surface is presented to 
action of the fire resulting in extraordinary, powerful and economical heating qualities. 

The bodv is made corrugated and heavy, while the drums are made of the best heavy si 
steel imported from England, with heavy cast iron ends and ground collar connections, so that v 
ordinary care it will last for a life time. 

There are thousands of " Hilbofiis" in use, and it is rarely that any repairs are asked for. 

It has every convenience for regulating drafts and operating generally, and it will be seen 
testimonials from those who are now using them that they would have no other furnace than 
41 Hilborn,' if making another selection. 

In point of Economy, Durability and Ease of Management, the "Hilborn" has no competit 
for it has outstripped them all and now stands without a rival. 

It is used largely in the Lower Provinces, and is very familiar to the inhabitants of Quebec 

Thousands of well-to-do Ontario farmers' homes are rendered comfortable by it, and the ri 
•of Manitoba and North- Western winters vanish before its benign influence as the many unsolic 
testimonials substantiate. In the far off Rockies it is found in many a nook comforting the ho 
of the settlers, while, in the milder clime of the Pacific slope it has a large patronage. ° 

Throughout the length and breadth of the Dominion it is largely used in heatin<r Churc 
Convents and Parsonages, as well as Schools and Public Institutions of all kinds. 
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Hilborn 




.--- 






r 









Hot Pdr Furnace 






MADE IN 2 STYLES, 8 SIZES. EITHER BRICK-SET OR PORTABLE. 









YT7"E body is corrugated and made very heavy. We have largely increased size of ash p| 
4 I * and arranged front so that the Furnace can be operated from the rooms above, obviating 
1 necessity of going to the Furnace for regulating drafts. 

We hive also made further improvements, adding to the weight and durability of the Furnj 
rendering it now almost indestructible. 

The Drums are of heavy sheet steel (with cast iron ends and collar connections) well rive 
together, so as to prevent the leakage of gas and smoke from unequal expansion and contraction 

Its heating capacity is enormous, there being more radiating surface than in any other w< 
burning Furn ice made. 

ft can readily be seen how easily and quickly at any time the drums can be thoroughly clean 
by simply inserting cleaner brush, which accompanies each furnace, through cleaner pipe on end 
drums and forcing all accumulation of ashes and so at down into bodv of furnace, from whence tl 
are removed with the other ashes. 

It is the only Wood Burning Furnace that can be Easily Cleaned out at a 
Times. This very necessary arrangement is too often overlooked, and as a result, parties w 
have purchased other furnaces, are forced to have them taken apart in order to clean them, causi 
much annoyance and inconvenience. 

It will save first cost in a few venrs, as the roughest kind of wood can be burned (owin^ 
size of feed door) leaving all good wood to be marketed. 

Farmers who have a surplus of wood unfit for the market, will find them a great relief fr 
the vexation and annoyance of pulling down and setting up ordinary heating stoves and pi] 
wood-boxes, etc. 

A large water pan is supplied with each furnace. 

We always recommend that a five drum furnace be used, as it has more radiating surface il 
the three drum furnace, and consequently is more economical, the latter only being intended 
very low cellars, in which a five drum furnace cannot be placed. 

The smoke pipe collar is placed on top drum near the front, but. the drum is so arranged t 
the collar can be moved to either the right or left side by simply unscrewing four bolts and shift! 
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HilboprW 1 




Hot Air (&Jood JBupning Furnace 




NO. 






'•J 



33 
35 
43 
-45 
53 
.55 
*3 

*5 



$56 00 



— 

•- 
o 

0- 

V 



s - 



•/. 



/: 



$5866 








• 








X 


c 




-O 








j; 


z 




1> 








— 


*■*■ 






• 






u 


p 




|"J 


V. 






^ 




— 






■• 


• 




w 1 










? 




-5 [ 


j 




u 




-J 




■ 


y 




*v* 


^* 






i£ 


►H 






^ 






^ 


f 












; 



w 



- 

* 



= -J 
r. 5. 



M 
X 



CAPACITY. 



64 00 66 66 $ 1 4 00 



70 00 73 33 



80 00 



1 

1 



83 33 16 00 



82 00 85 33 



<J2 OO 



95 33 * 8 «> 



too 00 103 33 



1 10 00 



• 



"3 33: l8o ° 



5 
3 
5 
3 

5 
3 

5 



3 ft. 

3 ' 

4 ' 
4 ' 
4 • 
4 ' 



5 



5 4 



7S« ■ ^37 4 6 in - 



S50 



95° 



41 in. 



745 61 " 41 " 



S60 47 " 



4 l 



U 



I 



54 in - 
54 " 
64 Yz 



it 



8 in. 

8 " 

9 " 



8 to [5000 C. K. 



15 " 3000 j 



11 



1 1 50 950 6i " 41 » 64,^ '* 9 " 

i i 
1200 990 53 "Ui u 64^'* 9 " 



1350 1080 69^" 46 " 64 K" 9 
1400 1040 53 " 41 " 64^'* 



25 " 35000 " 
30 " 50000 M 



u 



i 



1500 1 1 30 ,69^" Ufi M l 6 4^" 



9 " 
9 " 



30 " 50000 " 

40 " 60000 " 

40 " 60000 " 

50 « 75000 *• 
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- 

The Alberta 



. 






Wood Burning Furnace. 






MADE IN 2 SIZES TO BU3N 34 AND 54 INCH WOOD. 







T HAS a heavy cast Corrugated Body, with only one joint, which is a cup joint and renders the 
Ii.xh absolutely smoke and dust proof. ■ 

The fire door is large and will admit big, rough wood. 1 

The Radiator is constructed of heavy cast iron and heavy steel plate, and is so arranged that 
the fire requires to make a complete circuit of the Radiator before escaping into the smoke pipe. 1 

The Radiator of the smaller size is constructed with twelve cast iron tubes and the larger size 
with fourteen tubes. These tubes add largely to heating capacity. I 

As a general thing Radiators of this description are open to the serious objection that they 
cannot be properly cleaned, but we have overcome this difficulty by arranging tubes so that they 
can be lifted out, affording ample opportunity for cleaning out thoroughly. 1 

It is so arranged that drafts can he regulated from rooms above. 1 

Altogether the "Alberta* 1 is a powerful, durable, economical and efficient furnace. 
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The Alberta 



£&5ood Supning Furnace 







CLEW OUT, 
DOOR 



• . 




-xu 



- 



NO 



3 

4 











u 


c 


V - 


L- 


/. -^ 


■■ 


Jc- 


• 






— — 




n c 


* 


— •* 




> u 



> 



^_ 



c 
if. 






3/. 



"3 



7200 (40054 " 900 1020 50 



• •/ ». i» 



1 



r. 



t/ 



y 






x 

H 






7 * 






$44 00$: i 33,34 in. 6°° 620 u6 in. 23 in 



4^ m 



: 

I S iii. 



28 



*• 



153 



ii 



** 



capacity. 



10 to 20000 C\ V\ 



20 « 35000 u 



■ 1 
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THE MANITOBA WOOD BURNING FURNACE. 

TT*as a heavy cast corr l iT^ ^ ^ ^^ T ° BURN ^ AN ° 54 " ' NCH WOOD ' 

i^aJ2j?ff« ls r^»V $MSt°b& v:::, i ;,n;;„* hich is - a •* *** aod rend * rs *■ '-^ ■"*<*««j ^oke and *« proof. 

Uf 'j't S'SSrt^JwS uu!; SSSkiT." 11 hCaV> Sted PlatC> aUd h S ° •""** "* *■ «» »«*■■ to »«*« - complete 



•fcimvi-KBESfi 1 



pipe, 
regulated from rooms above. 



DOOR 




3 
4 



,$40oo$u 33!^ in . 6oo 
64 00 i 4 0054 " < 900 



10 to 15000 C. V 
"5 " 30000 '« 
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KDaple 



Leaf 




(&Jood Burning Furnace. 



MADE IN 2 SIZE "OR 3 AND 4 FOOT WOOD. 

r has a heavy cast corrugated bod onl> one joint, which is a cup joint and renders the 

bod \ absolutely smoke and (lust )>'< 

The Fire Door is large and ivil large run r h wood. 

The Drum is constructed of ht?a> plate with he:n v cast iron ends and collars, ami i* 

arranged with a double return Hue. 

The Drafts are arranged to be reiri rom rooms above. 





.- . _ 




u 
c 




1 
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• 




• 
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c 
C 


c 






c 

c 


D 












NO. 




4. j 


** 


■ 
"I 


Q 

■M 

c 

•5 


-1 

I 

*-> 




■a 
s 


CAPACITY. 






34 


$36 66*11 333 feel f 




4S in. 


30 in. 


54 in - 


8 


inch 


10 to 15000 C. F. 






54 


! 
5$ 33 14 ""4 •' 


5 


$2 » 


30 •• 


65 " 


9 


ik 


15 to 30000 C. F. 






• 


! 1 ■ 
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We woald C&ll Yoar Attention to the following 

Lines of Registers 



OF 



Entirely ]\few and Improved 



patterns & yviodern Styles. 












5hese Registers aire famished in 



- 



plain Slaei{ or White Japanned, ^roneed, 

£leetro K 1 ^ 6 ! Plated, or £leetro 

(Jopper plated, 



And are in gvery Way Superior to the 



Qommon patterns {heretofore in Use 






S>2=& 
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SQUARE FLOOR REGISTER WITH BORDER. 









BLACK OR WHITE JAPANNED OR BRONZED. 






Size at O 


»K3CIXG. 




Register. 

$ 2 25 


Register Border, 




Register Face. 




8 


X 


8 


$1 05 


$0 80 




8 


X 


IO 




2 50 


1 15 




85 




8 


X 


12 




2 So 


r 25 




1 (X) 




6 


X 


16 




3 <» 


1 30 




1 ro 




IO 


X 


'4 




4 00 


1 55 




1 75 




12 


X 


» 5 




5 00 


1 75 




2 00 




I 2 


X 


19 


j 6 00 


2 30 




2 So 




'4 


X 


iS 


1 7 00 2 70 




2 80 




•4 


X 


22 


i 8 of> 


3 00 




3 10 




16 


X 


24 


1 »o 5° 


3 35 




5 00 




2<> 


X 


26 


»3 50 5 45 i 


6 00 





Electro Nickle- Plated or Electro Copper-Plated, 30 per cert, advance on above prices. 
When Registers are to be used as ventilators for cords, two brass pulleys will be supplied with 
each, adding go cei ts to list price. 
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Size at Opening, 



7 inch 

8 » 

IO « 



12 

H 
16 

i8 
3 4 



U 



U 



u 



ft< 



u 
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ROUND REGISTERS. 

Black or White Japanned or Bronzed 



Rkgistkr 



Register Border. 



$1 50 




$0 85 


1 80 




I fJO 


2 50 




' 3o 


3 3o 




1 55 


4 50 




1 94 


5 75 




2 50 


7 50 




3 25 


12 00 




5 50 



Rkgistkr Facr. 



$0 60 
o 65 

90 

1 20 

2 20 

2 75 
5 00 



k fc^XK ';..«"' assays —r^ *- - — «f 

ess otherw.se ordered. 9 ♦ " x ' 7 Convex Registers are always bronzed 



HEAVY ROUND GRATINGS 

Minch.... B,aCk °" W $ hlte ^-^ » ■"*- ■ " 

* 5 00 Border 

12 50 c* 



$ 5 50 
10 65 



■ 



*.H 
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) 





CONVEX OR SIDE WALL RJfGISTI^KS. 



Black or White Japanned or Bronzed. 



SIZE OF OPENING. 



KMilSTKH. 



6 


X 


8 


X 


9 


X 


i i 


X 



IC) 

12 

17 




WALL FRAME, 



$0 95 

1 10 

. 55 



PEDESTAL REGISTER. 



Black or White Japanned $'9 5° 

Electro Nickel or Electro Copper Plated .. . 25 00 



Bronzed 



22 00 




'■■■■■±-'- .. c-v':.^^; 
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CIRCULAR TOP WALL REGISTERS, 

I ' Black or White Japanned or Bronzed. - 



SIZE AT OPENING. 



' 



REGISTER. 



REGISTER BORDER. 



REGISTER FACE. 






X 10 



. 



8 X 12 



io x 14 



' 



12 X 



18 



$2 25 



2 95 



4 IO 



5 2 P 



1 1 



1 35 



1 ^S 



2 30 



90 



1 1 



1 75 



2 00 



VENTILATING PLATES. 

Size, 2 x 12 - $0 55 



*t 



6t 



2 x 18 
4x4 
»' 4 x S 
* l 4 x lS 



o 






O 



o 35 
o 45 

o So 



PIPE REGISTERS. 

7 inch $3 5° 

S " 3 5o 



10 



41 



44 



3 5o 
3 5° 



1 1 1 



•1 ^1 
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•• 



, 



♦^ESTIMATED^ 



£& 



«~ °$) 



) 



CAPACITY OF PIPES AND REGISTERS 



9 





DIAMETER OF 


i 

AREA IX SQUARE 


DIAMETER OF 


AREA IN SQUARE 


1 

DIAMETER OF 


AREA I.V&QUARB 


PIPE. 


INCHES. 


PIPE. 


INCHES. 


! PIPE. 


INCHES. 


7 inch- 


38 


12 inch. 


"3 


22 inch. 


380 


8 " 


5° 


14 « 


154 


24 " 


45 2 


9 " 


63 


16 " 


201 

1 


26 " 


• 

S3 1 


IO " 


78 


18 " 


1 
-54 1 


28 " 


616 


ii kt 


95 


20 " 


3*4 


30 " 


707 




TE 




SIZE OF 
OPENING. 



8x8 



8 x 10 



8x12 



6 x 16 



SIZE OF 
OPENING. 



7 inch. 



8 



10 



'.. 



u 



CAPACITY IN" 
SQUARE INCHES 



4 



53 



64 



SIZE OK 



CAPACITY IN- 



OPENING, i SQUARE INCHES. 



10 x 14 



12 X I 



12 X T9 



9 



1 



14 X 



18 



r 20 



T 5 2 



168 



SIZE OP 
OPENING. 



14 X 2 2 

16 x 24 



20 X 26 



CAPACITY IN 
SQUARE INCHES, 



205 

256 



347 



ROTTZESTID REGISTERS. 



CAPACITY IN- 
SQUARE INCHES 




SIZE OF 
OPENING. 



12 inch. 



H 



u 



u 



CAPACITY IN 
SQUARE INCHES. 




SIZE OF 
OPENING 



CAPACITY IN 
SQUARE INCHES 



18 inch. 



2 4 



U 



36 " 



169 
302 
679 



- 




PRESTON, ONTARIO 




34 



OUR FURNACE BOOK. 




PIPING. 





"TO definite clesci 
used in conduc 



iption, nor any reliable rule, can be given as to the size of pipe required I 
lCtine heated air from the furnace to the various apartments to be warme 

j The skill and judgment of the mechanic under whose supervision the work is dir< 

must decide in such particulars. It is often the case that in rooms of the same dimensions, diff< 
sizes of pipes and registers are necessary, owing to their distance from the furnace and the pos 
of other pipes; also the purpose for which the rooms are to be used, the amoiuit of heat requ 
etc., etc. For convenience we give the tables of sizes to be used under ordinary circumstance 
P a ge 33- The warm air pipes should have the upper sides all on a level with each other w 
they are attached to the furnace, whatever may be their size, and in all cases enter as closely u 
the "inner covering of the furnace as possible, always securing as much of an angle of elevatu 
possible, that the heat may be more effectually secured. 

The onlv power that moves the warm air from the furnace through the pipes is that Cfl 
through the tendency of heated air to rise; hence, horizontal pipes do not draw. There nm 
some, elevation, and if there is but little elevation to the pipes for a number of feet, the move 
of the air is necessarily very slow. On the other hand, perpendicular pipes draw well and stro 
as they have greater height. 

Make the pipes with as few turns or elbows as possible from the furnace to the registers, 
if necessary to make turns, the elbows should be curved instead of at sharp angles. 

In all cases where pipes arc carried above the first floor, use a damper in the hot air pipes 
the furnace, and keep it closed when the heat is not required in that apartment, as it is not ecor 
to shut off the heat at the register, leaving the pipe constantly tilled with hot air, which \\ 
radiate its heat in the cellar or walls in which it was located. 

Hot air pipes should not be placed in outside walls, if it can be avoided, to prevent loss of 
Hot air pipes can be placed in an ordinary joist partition, but they must in such cases be 1 
Closets also afford a convenient avenue for pipes; also chimney flues. It is not advisable to us 
flue itself without a pipe, for the brick would absorb much heat. The connection betweei 
register and the hot air pipes is made by a tin register box, which is of a form to fit the pipe oi 
side and to receive the register on the other side. 

It is sometimes necessary to heat two (2) rooms with one warm air pipe and two (2) regi 
in which case a double register box is used, made of sufficient depth to leave a space betwee 
two (2) registers equal to the full size of the hot air pipe that supplies these registers; alsc 
same space should be provided for in all register boxes, whether for one or more registers. 

Hot air grates without valves should always be used in place of hot air registers (with va 
when but one is used for each furnace; also, when several registers are used for one furnace, 
should be taken to have at least one of these constantly open when the furnace is in use. 
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CASINGS. 



Length and Width to Cut Galvanized Iron Casings for the 

Following Portable Furnaces. 



ZPLIEJLSJLlSrX 1 ZHZOZMZIE 



WITH RADIATOR FURNACE 



Nou 


l te 


Bottom 


Section, 243^ in. Top Section, 


30 in. Length including' Stove Pipe 


Laj: 


►i S 9 T ^ In * 


44 


138 


64 


. - 7C^/ " *+ *■* 




44 


1005^ " 


44 


'4 2 


44 


U 2 s u * 4 u 


OQ U U U <l 


41 


iri^ « 


**. 


146 


CC 


" 26 1£ « * u 


■2Q U tl 14 « 


44 


126 " 








MARVEL 


i^TJi^^rAOE. 






No. 


*34 


Bottom 


Section, 24:^ in. Top Section 


p 30 in. Length including; Stove Pipe 


La] 


), 89^ in. 


*» 


138 


a 


" 2 5 : >i " " " 


on u 4t u M 

0° 


44 


1005^ " 


£4 


•4- 


u 


IC -» c u " " 


-)Q 44 44 44 44 


44 


iii*6 " 


-* 


r 4 6 


44 


" 26-^ " " " 


o n u a u ct 
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126 " 


.- 


*5 2 


14 


" 28 " " " 


o n 44 44 44 U 


44 


131 « 
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No. 


1 52 


Bottom 


Section, 243^ in. Top Section 


y 30 in. Length including Stove Pipe 


Lap, 89^ in. 


4; 


*3 6 


u 


" 253^ « " " 


o M ft« « M 


44 


100^ " 


-* 


142 


u 


u 2S " " " 


on " ft* « « 


44 


mg « 


41 


l 44 


(ft 


« 263/i " « " 


OQ " « " " 


44 


126 « 
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1 1 
I5 2 


u 


u 3 S " " " 


oq M " " 44 


a 
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No. 

4; 



14 Bottom Section, 30 
18 " a 3 6 



in. 

44 



Top Section, 24 in 



44 



44 



24 



u 



Length including Stove Pipe Lap, 75 

" 99 T A 



in 
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h-TO CORRESPONDENTS 



WE are always erlad ... correspond .... the subject of heanng and to make suggestions on 
si,e „f Furnace ncccs^arv and how lo locate it with proper s.zed p.pes and Renter. 
"J, , ,he most satisfactory results and to do so tntelhgenth a sketch of the h 

ing" SbX to one shown OH opposite page, should be sent us w.th answers to the 1 
lowing questions: 

What kind of building, wood, brick or stone? 

Does building stand alone, or in a block ? 

Size of building? 

How many stories to be heated? 

Height of each story, ist, 2nd, 3rd' 

Give height of cellar or basement? 

Ventilation ( system, if any I ? 

Designate rooms to be heated ? 

Designate size of rooms and halls? 

Designate location and size of all chimneys and flues? 

Designate points of compass? 

State thickness of brick or stud partitions, if concealed pipes are to be used to carry the' h 
to upper rooms? 

State kind of Furnace preferred- brick set, or portable form? 

State fuel to be used — hard or soft coal, or wood? 

FOR A CHURCH, PUBLIC BUILDING, OR SCHOOL. 

What kind of building — wood, brick, or stone? 

Size, height of ceiling? 

Give style of roof and location of tower or spire? 

The side walls — are they plastered on brick, or on furring? 

Kind of ceiling — plastered, finished in wood, or covered with felt? 

Give heisfht of cellar or basement ? 

Ventilation — (system, if any , ? 

Designate entrance — with lobby, if any? 

Designate aisles, width of same, and seatings? 

Designate location of chimney flues and inside size of same? • 

Designate rooms and size, (if any ), to be heated? 

Designate windows in basement and main auditorium? 

Designate location of carrying beams, girders, posts or piers in cellar or basement? 

Designate points of compass? 

If basement is to be heated, designate size, height, finish and seatings? 

State kind of Furnace preferred, brick set or portable form ? 

State fuel to be used — hard or soft coal, or wood? 
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FRONT- ft* FLOOR 
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A ROUGH SKETCH. 





II IS is given as a suggestion that can be imitated with advantage, as it is readily appreciated 
how difficult it is for even an expert to derive a correct idea of a house from a written ex- 
planation and description, however elaborate it may be, when not accompanied by the 
roughest or crudest kind of a plan. 

If it is an old house state the size of the smoke flues, and which of them can be used, 
also state which of the rooms are to be heated. \U there is any deep girder "in the cellar mark 
its location on plan, and state height from cellar floor to bottom of girder. If rocks or water m 
the bottom of cellar prevents digging down to give elevation to hot air pipes, state it in the descrip- 
tion If it is to be a new house, and vet to be built, too much importance cannot be given to the 
proper arrangement for a suitable place for the Furnace, as well as the hot air pipes, especially those 
in petitions, for on these depend the health and comfort for six months of the year, for no r urnace 
can give -ood results when not put up properly, therefore see when building IS deigned and plans 
drawn that provision is made, so that Furnace and piping can be properly located, for on this, also, 
depends the size of the coal bill and the durability of the Furnace. 

How to beat a house should be thoroughly considered before it is built. 
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How to Set a Hot Air Furnace to Get the Best Results. 



THE proper location of a Furnace, as well as the sizes and distribution of the warm air con 
ducting pipes, from the Furnace, is one of the most important requisites for its successf u 
operation. 

The Furnace should always be so placed as to have the warm air pipes as near of a length a: 
possible, but when more exposure exists from the prevailing winds, generally North or Nortl 
West making one side of the house more exposed than the other, that side should be favored b} 
placing the Furnace nearer it than the warmer sideband by increasing the size of the warm air pipes 

If the draft of the chimney is defective correct it by increasing its size or height, or by stop 
ping all leaks and openings into it; if of the larger fireplace character stop it off where it contract 
above the fire-place, and run the smoke pipe up to or above this point. . Make the smoke pipe th« 
full size, as no Furnace can work properly without a good draft in the chimney. 

Some paltry convenience in the cellar should not be allowed to interfere with the proper loca 
tion of the Furnace, on which its success and economy largely depends. 

If two Furnaces are to be used observe the same rule, and if of different size set the larger on 
where the most work is to be done, or on the cold side of the building. The north west atmos 
pheric pressure of winter will be overcame by the short pipes, and the natural opposite flow reduce* 
bv the longer, securing an equal flow of hot air from all of the pipes. 

The rapidity of the current in either direction is readily increased with the pitch of the pipe? 

If there will not be a good rise of the hot air pipes, dig out the cellar by all means, if possible 
and lower the Furnace, as a lack of sufficient pitch to the hot air pipes may cause a loss of hea 
from sluggish flow, that can only ?)e counteracted by an extra quantity of fuel each season. 

A hot air pipe should never be taken directly from the front of the Furnace, unless to a sma 
upper room or hall, as the ash-pit and coal chute prevent a natural rise of air at this point. 

The back of the Furnace, if possible, should always be toward where most of the pipes rum 

Each pipe leading to second flat should be provided with a damper, directlv where it connec 
with the Furnace, to control the distribution of heat. Hot air pipes should be invariably rounc 
made of good tin, avoiding angles, all bends 1>eing made with curves or round elbows, as air follow 
a circular surface with infinitely less friction, and much more freely and rapidly, than the abruj j 
turns frequently made. 

Piping of ample size, and free circulation of air are necessary for success, as it is impossible 1 
properly heat a large space with a small pipe which supplies a limited quantity of excessive! 
heated air, instead of an abundance of wholesome and pleasantly warmed air, which establish* 
healthy ventilation. It requires much more hot air to warm the" first floor than the stories abov 
and larger pipes should he used for downstairs rooms. For instance if a ten inch pipe is used for 
given sized northwest room, an eight inch pipe would be ample for the same sized room above, <| 
a nine inch pipe for a southeast room downstairs. 

"When the rooms and halls on the first floor are thoroughly heated little difficulty will be expei 
enced in heating the rooms above. 
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DIRECTIONS FOR SETTING THE HILBORN WOOD FURNACE IN BRICK. 



) 




i. 
2. 



3- 

5- 
6. 



Make a level foundation of either brick or cement sufficiently large for the Furnace. 

Place fire box upon foundation and support back end with a brick pier and sec that it 
stands perfectly solid. 

Place damper in centre collar on tire box and bolt short length of pipe to collar. 

Put on two lower side drums and support front ends temporary, so that all the weight 
does not come on the collars. 

Put on two upper side drums. 

Now put on top drum and carefully connect all collars. 

7. Place the binding rod around the back end of the three upper drums and tighten up slight- 
ly with nut until drums arc in proper place. 

IMPORTANT, — As you put drums together see that every connection is properly 
cemented. 

S. Now commence the brick work, building a hollow ten inch wall at least two inches off 
sides and back end of drums, not forgetting to leave vour openings for cold air at the base, 
the capacity of which should be equal to three-quarters of the area of hot air pipes. 

9. Put water pan in side wall or front, wherever most convenient for filling. 

10. The front wall is built solid and should be one inch clear from ends of drums and flush 
with flange on fire box. 

11. Put cleaner pipes in position as soon as wall is high enough to receive them, care should 
be taken that they are placed level and thoroughly cemented. 

12. The walls should be built high enough, so that the roof will be at least two inches off top 
drum. 



*3 



Plaster walls smoothly on inside. 

We advise taking hot air pipes out of top of furnace, but when basement is not high 
enough to admit of them being taken off top, then place them in side of walls, as near the 
top as possible, so as not to allow any dead air space. 

iv Place covering bars, which go with each furnace, on top of walls to support the roof. 
Lay sheet iron, or Canada plate, on covering bars and cover with two course of britk and 
mortar. 

16. When a furnace is supplied with more than one cold air duct, it is advisable that openings 

be left on both sides of furnace for sume. 

17. We recommend that cold air boxes be made of galvanized iron, or t.-ru plate, in preference 

to wood. 



DIRECTIONS FOR SETTING THE HILBORN FURNACE, PORTABLE 



1. Mount the furnace the same as if brick set. 

2. Set up the base frame and bolt it securely. 

3. Set up front rafter and bolt it to front and base frame 
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I 



4- 

v 

6. 

7- 

8. 



Set up center rafter and bolt to base frame and fasten to front rafter with bolts provided. 
Proceed the same with the rear rafter, care hem- taken that centre and rear rafters 
parallel with front rafter. 
Cut galvanized iron for front of furnace, leaving holes for cleaner pipes, and fasten. 

Cut galvanized iron for back end of furnace and fasten. ] 

Holt ends of galvanized iron to base frame and draw over rafters and fasten on opposi 
side. 

Cover base frame with galvanized iron, being careful to cut openings for cold air befo 
attaching. 



DIRECTIONS FOR SETTING -THE PLEASANT HOME WITH RADIATOR" 

"MARVEL" PORTABLE FURNACES. 



AN 






i. 



2 
3 



6. 

7- 
S. 

9- 

IO 

I [ 



I 2 

14, 



A firm, level brick or cement foundation should first be provided upon which to place i. 
furnace. We would recommend a brick foundation when basement has not a ceme 
floor, and advise its being made as follows: — Make a square frame, of 2 x 4 scantlin 
sufficiently large upon which to place bottom ring, and fill out with one course of brie 
being very careful to have it perfectly level, If not level difficulty will be experienc 
to get casings to rit properly. 

Place ash pit upon foundation and bolt on legs. 

Bolt rests for front end of Horse-Shoe Radiator to ash pit, which you will find are mark 
for their proper places. 

Bolt lower casing ring to ash pit and fill underneath with mortar to exclude dust a 

cellar air. 

Place the two front wing- through which cleaner pipes pass in position and bolt slight 
until everything is in proper place. 

Insert dust damper rod through right hand wing, and fasten to dust damper at back. 

Cement dust Hue collars and top grove in ash pit thoroughly. 

Put grate in place and see th.it dog is in position to hold it there. 

Bolt cleaner pipes, which are marked, to ends of Horse-Shoe Radiator, and place Radial 
in position, being careful that it fits proper!) on the dust flue collar. 

Put on fire pot. 

Till groove on top of Horse-Shoe Radiator with cement, as well as groove on top of f t 

pot. 

Put dome in position and see that back connections fit properly. 

Holt on front. 

Fasten gas damper with collar on back of dome and cement very carefully, then conw 
damper rod which passes through front. 
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Boll on feed door frame. 
Put doors, ets., ill place. 
The, furnace now being mounted proceed to put casing on as follows: — 

Fasten one end of galvanized iron to front, and drawing it round mark and cut opening 
for radiator collar and fasten to other side of front, being careful that it fits firmly to lower 
ring. 

I 'ut center ring in place and holt to front. 

Then proceed to put top section on, cutting out hole for direct draft collar. 

Now put on top casing ring and fit in piece between top of front and ring. 

Hang inside casing on top ring* 

Put on cone top, and your furnace is ready to receive piping. 

Make smoke pipe connections and put check draft damper on smoke pipe above where 
direct draft enters. 

N. B. Don't forget to have a perfectly level foundation upon which to place your furnace. 



DIRECTIONS FOR SETTING "THE PLEASANT HOME WITH RADIATOR'* 

AMD «■ MARVEL" FURNACES IN BRICK. 



i. 



2. 



3 
4 



Make foundation and proceed to mount furnace the same as with portable furnace, although 
instead of casing rings, brick front is supplied, which put in place to receive brick work. 

Build a hollow wall around the furnace, the inside wall to be circular in shape, with suf- 
ficient space between it and the Low Radiator, the outside wall to be square. 

Arrange opening at bottom of walls for cold air supply. 

Covering bars are supplied to support the roof which is made after manner described in 
« Directions for setting Hilborn Wood Furnace in brick," clause 15. Clause 14 also ap- 
plies to these furnaces, as to manner of taking off hot air pipes. 



DIRECTIONS FOR REGULATING OUR "MARVEL" AND "PLEASANT HOME 

WITH RADIATOR" FURNACES. 



1 . 



2. 



Open direct draft damper. This is done by releasing or pushing in rod to the right of 
feed door, also see that check damper in smoke pipe is closed. 

Lteht a tire in the usual way w ith kindling, adding a few pieces of wood and then the coal. 
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When cod is well ignited. pull out rod to the right of feed door, which will g.ve f 
indirect draft, and cause* all fire to pass down into the lower raotator. thus uttlmng all 
beatin** surface, and running furnace economical I v. 

The temperature is regulated bv means of the lift damper m ash pit door, and check dam- 
per in smoke pipe. When more heat is required open lift damper and close check damper, 
and vice versa when too much heat is being generated. But never have both damper* 
open at the same rime. 

When fire requires replenishing open direct draft damper in manner described above; also 
open dust flue damper, which is done bv pushing back the rod to right of ash pit door, 
then insert shaker rod and agitate the grate well: also clear the grate of clinkers by draw- 
ing grate bar in and out a few rimes, or, if preferable, open ash pit door and clean grate 
surface with a poker. 

Separate the ashes from the unconsumed coal in the accumulations on the sifter, bv raking 
them. 



flue, bv pulling out rod to the ri^ht of ash pit door, except in 1^4 si^es, which 
works just the opposite, then adc : - fuel and arrange indirect drafts as instructed above 

8. To keep fire over night, close all the doo> :nd drafts in front of furnace, and open th* 
check draft to the ex:e : :r.-.i -xperience proves necessary, first putting on 
to last until morning. 



SPECIAL. 



Never touch the grate unless lust £ - _n. 
Xeep dust damper closed always exce 
Always keep sifter ciean. 



^ 



::.: :r.e hre or 



-: 



Never allow ashes to accumulate and o-. eriow >h pan. 

If ashes are allowed to accumulate l . _•- .:.. - 

will burn ou: 



cannot properly get to it. 



A-hes should never be deposited 
to rooms above, which will be b] 



_ellar. for the dust arising from handling will find it 

. : fur r 



When 



coal alway- keep sli e- i 



In order to protect smoke pipes, we 
the la-: hing in Spring and the first thi 



- . 



nore or less. 
_ od wood tire be out in the furnac 



r ■ 



wfll not close or ope 
ics, rake the fire, or adjust the hot air 
to directions. <jive an abundant suddIv o 



their own dampers, or put on coal, or take up their ow 
er ~ they will, if properly attended to. accordir 

pu warm air. by a very moderate consumption of fue I 

It sometimes occurs, when there is too long a range of smoke pipe and elbows, or when smokl 
pipe pas^ through a cold room, or the chimney has : sufficient draft, that the smoke become 
cold too rapidly before escaping out of the chimnev. and as a result it c ndense* and drips. Th 
is due to no fault of the furnace, a^ the same difficulty frequenUv occurs in using stoves or an 
kind of heater. This difficulty ■ Generally overcome, unle ne chimnev is defective, bv coverin 
the smoke pipe with asbestos sheering, which is not very expensive and can be obtained "from vou 
unsmilh. In anv case ,t will have a good effect. By shortening and re-arranging smoke pipe, th 
difncultv is sometimes overcome. ^ r r 
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CUTS 



"—*+>/£> FOR G*-^^^ 



ADVERTISING 




SENT 



— ~9 UPON 






APPLICATION. 



HILBORN WOOD FURNACE. 

We will be Pleased to Supp'y Our Customers with any of these Cuts, or with any! 

of those shown in any Part of this Catalogue. 





Please give name of cut 
wanted and page of Cata- 
logue upon which it ap- 
pears. 



^W 




MAKVEL COAL FURNACE 



PLEASANT H03IK WITH RADIATOR 



\\ 
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TELEGRAM. TRANSLAT.ON. 

ship 

SHIP Two No I3 8 Pleasant Home, with Radiator, Furnaces Portab 

Two ALU Dh C) No 6 M arv el Furnace, Brick-set. 

One ACQL IRL Two Sq , Iilborn Wood Furnaces, Brick-set. 

Two BLACK • • •' Registers and Borders. 

Two CAPITAL ; • - * "° '° " I Registers and Border Nickled. 

One CAPITAL NICKLED One cox 14 Rgg* ^ ^^ „ ith wall frame . 

One 1- ALL AC ^ Two i*. x 22 Face Plates 

Two CI IORL S. Sixty-two words, a saving bv code of forty-six words. 

Sixteen words. 

PLEASANT HOME WITH RADIATOR. MARVEL. 

v .. o^rtaUU IRRUPT Brick-set ABSTRACT} 

:: II :: J&SSS 51 . ;: SSSS5 :: if :: ftgS^.^ ••• *8SS5 

BTEKI. DOME. STEBJ, DOME WITH RADIATOR. 

Kr . -» Port-ihle ADORNED Brick-set ADROI1 L 1 ! 
No. , »a Portable ADAMANT Bricke-set ADAPTED ^ g ' °^ bIe ^VANTAGE « ADVEXirii 

«. , , 6 ■• ADDITION " ADDRESS .. J .. ADVERSARY M ADVERSE 

• • , .. " ADJACENT '• ADJUNCT 

« >44 " adjust ;;. adjhral COMFOKT. 

„ " .. ADMIRING A1>APTED 

.. ,.., No 14 Portable AGROUND 

" PLEASANT HOME. ; d alarm 

Ho iu Portable ADVOCATE Brick- set AFFABLE ALBERTA. 

« i*S •• AFFAIRS •' AFFRONT; , ... ,. vn 

•• ,;„ - - AFFINITY • AFTERWARD N ; 3 Portable BLEED Brick- set BLEND 

• ■ ;, •■ BLOW BLOI 

IIILBOKN. MANITOBA. 

No. 33 Por^le BELLOW Brick-set BINDING ^ .^^ .,, Brieve* BLUgT 

" L » BISCUIT " BISECT * i.i.i.n- 

• •• u '• BISMUTH BLACK M\T>TF IiE\F 

•• '■ " BLADE " BLAND MAIL.*. %JK*AX . 

tx -" BLAST "• HLAXK _ . , , , ir , niru 

.. £ « BLASTING " BLAZE No. .* Portable BOBBIN Bnck ; set BODICE 

-. 4 " BLEACH " BLEAK " 54 " BONUS Book. 

SQUAEE EEGISTBES. 

•8 x s Register and lk.rdcr. CAPER. Register only, CERTAIN Border onl> , CHAPEL. Face only, CHANT 

s x .0 - ( ENSOR. " ' CERTIFY. " CHALk. C J [A 1 " 

US " CEMENT. '• CHAPLET. « CHAMP. ' MI A x-,'! : 

, fi \ 16 " CAPRICE CILAPERON " CHANNEL -,, YVw 

,,x " CAPITAL. " CHAPTER " CHARIOT " ^VV,,nv« 

SJg " CAPTAIN •« CHARADE " CHASE " OTAKTM 

HI « CLIMATE - chasm •' CHATTEL " c ^ 

,* x ,8 •• COMBAT - CHECK " CHERISH " <- mN ,A 

, ", ,. ■• CENTURY •' CHERUB " CHINK •• C MORIS 

1 v 24 " CENTRAL '• Civic " COLOR " CHOICE 

iox2 " CHAFF " CITADEL " CIVILIAN " CITIZEN 

ZROlTILNriD BEG-ISTEBS. 

•7 inch Reeisterand Border. D UNTY Register onlv. DEPUTY Border only, DISPATCH Face only, DISTORT 

C •• •• DAGGER DEPORT ■■ ' DISPENCE " DISTRACT 

,n " " DECADE - DEPICT " DISPLAY " DISDAIN 

,, ■• •• DECAMP " DEFEND " DISPOT " DISTRESS 

,. •• •• DECIDE " DENOTE " DISPUTE M DAINTY 

,< •• •• DECIMAL - DEMON " DISSENT " DISTURB 

,-. •• ■• DECISION " DEMOLISH " DISSOLVE " DAPPLE 

2 , •• •■ DEMAND - DEMOTK " DISTANT " DOMESTH 

j. " Round Grating and Border, DEPOSIT " DISTRICT " DOMICILE 

ooi£T"\r:E:x: beg-istebs. 

■1. v ro Convex with wall Frame, EDITION Register onlv, ELATE Frame onlv, ELECT 
S x 12 '• EDUCATE " EMINATE " ELEGANT 

QXiA " EFFECT " EMBARK ■« ELEMENT 

«i x .7 '• EFFORT " ELDER " EMBLEM 

CIRCULAB TOP IRZEG-ISTIEIRS. 

7 x 10 Circular Top and frame FAIRLY Register onlv, FAREWELL Frame only. FATTENED 
9 x m " - FALLACY " FASHION " FAULTY 

10x14 " FAMILY •• FASTENED " FAVORITE 

iisii " FANCIED '• FATHOM •• FEALTY 
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Date 
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Brick -set or Cased. 



No 



Register and border . For Hall. 



Hot Air Ue^isters, Nick- 
eled or Japanned. 


X 
X 


Register and L 

it 




X 


cc 




X 


U 




X 


» 1 


Cold Air Faces and Duets. 


X 


Cold Air Face 




X 


t< u 



u 



u 



,. 



(4 



u Parlor. 



u 



u 



It 



Dining Room 



Hall 



Hot Air Piping. 



Smoke l*ipe. 



Brick W'«»rk 



Carpenter Work 



Freight. 



When to ship. 



Prices and Term , 



Cold Air Ducts to be made of 



and put in by 

All necessary Hot Air Piping, Elbows and Register Boxes to be made of. ... 

and put up in a workmanlike manner. 

Smoke pipe to run 

and supplied by 

Necessary Brick, Lime and Sand to be supplied bv 

who also does all necessary mason work. 

Holes for Registers and Cold Air Faces as well as all necessary carpenter work to be 

done by 

Freight on Furnaces and Registers from Preston to be paid by 

Furnaces and Registers to be supplied and all work to be done on or about 



Price, $ Payable 



fully guarantee this furnace to work properly in every respect, and to com- 
fortably heat all rooms in which Registers are placed, the purchaser to provide good and 
sufficient draft, afi well as give furnace proper attention. 



Receded by, 



S\gue&, 



**-:> 
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A FEW OF OUR AGENTS' OPINIONS OF OUR FURNACE 



From I) L Wiolk, AKBUKSTWRfi. 

March 16th-, 1891. 
I am using one of vour No. 146 Pleasant Home 

Furnaces with which I heal nj store, 14 K75 fcct - and 
dwelling same t« in 2nd. <torev. It ha* ^i\en rne the 
verv be<t of satisfaction. We £et a very Urge amount 
of heat from a verv mttfl amount of coal. 1 believe it 
to be the be>t Furnace in the nmWf, and would recom- 
mend it m «ch to any person requiring a furnace. I 
am not alone in recomn.enc g your furnace M I bare 
a ge number of customers -jme of * a are u>ing 
xour wood fumaces, and other coal, and they are all 
delighted with them. I therefore take great pleasure in 
re*, mending tout goods. 



From J. S. Stout, Arnprior. 

February iSth 

Having s)me experience in the furnace business* I 
Take p . ts g that I think you have 

Jine of wood f »ct> ift I 

fill heaters I ever put in. and . - ' -re 

the most durable furnace- made. Th mx I put in 

che Separate & - ■- - ~ good ^ati-fac. 



From R. Martin*. AjtTHt r. 

February : 

I cannot ear too much in 1 urnaces. I 

have examined a great many of them and have t ne 

back to v rs - e be*t in the market. The i< 
_ : which L put in U vor g :har~ 



From A. Kixcaii & Son Athens 

April 2 

We have no be ion ir. recomme uiing your I 

to anv one. bg out \ II we hare put in 
few rears I have never had a compiair V >ur Marvel 

id PI a rat home Faraa . £5 we v_ >ider the b«t m: 

for the consumption of wood . coal com' as 

either can be burned with good effect. Your :es 

are gas tight, dost proof, t to / controlled and exce . I 

heaters. 



From Thos. Wooster. Contractor. Ay a. 

April nth., :>)i. 

I have oiven a -zood deal of study co i 
ventilating and setting of furnrce>, which has caused 
me to examine the construction of a great many fur- 
naces, and I find yours to be one of the roost durable 
and economical and a great heater, giving the best of 
satisfaction wherever put in. I can recommend your 
furnaces as first-class heaters. 



From W. McGie, Belleville. 

February 17th.. 1S91. 

I take much pleasure in stating that your furnaces in 
every respect are giving satisfaction to mj custome- 



Snce I commenced handling vour furnaces I have bt 
able to gi\e better satisfaction than with any other 
had previously *okL Retailer* handling your furna 
have a large a->ortrnetit to choose from arid will be a 
to -uit anv customer as to price and qua; 



Frum Gibs, WoUPliARD A: C Berlin-. 

Mar 15th.. 1S91 

TUfi i> to certify that we have been handling pc 
good- ever since «t start ed in hu*ioe**, and haven 
>old 0* et x> of your celebraied furnaces, besides a gr 
manv 9.10 ves and other good*. We take pkra 
saving that we ahrajt find that you *hip goods prom 
ly! careful in packing and ver\ at? entire and obtigi 
All the furnaces we have placed in this vkanttr 
gi\ g the be- 



From A*thlr Doig, Birtle, Max. 

March aoth.. 1891 

1 Ka e already put four of vour wood furnace-* in t 

a n. and thju thej are all giving good *a 

tion. I ai>o put one in my house and one in 

md they are giving good rouiu. I chetrrft 

recom - .hese f uma - any one m want o£ a gc 

r. 



From W. & I Sheridan*. Br<xk\ ii.lk. 



April 2 

After a fc experience in the heating 

ha j ^hl\ looked into the 

we have concluded that the 
•■ are g g no*4 universal sati 

arc ecun fuel and powerful 



3rd, 1S91 



F 
T) 



ROM A. T ROMPS' S BS M>FORD. 

Jan-nary z^ih.. i^i 
> certify that I have sold vour furnace 
the past e yt - and have had the "venr best saosi 
tior. m i -t of m corner* for" whom I he 

?\ ' furnaces. I placed one In mv own ho 

when I started to sell them and have never K«^ j 
jle with it. B_v proper attention to the fire bef 
g the house can be kept comfortable all night. : 
on r jr in the morning the house will be warm.* 
would cheerfully- recommend the Hilbom Furaaot 
anv one desirou* of having their house comforta 
heated. 



From Smyth Bros.. Brandon. Man. 

February i6th„ 1S9J 
I have pleasure n stating that the Marvel Furn 
which you placed in my residence has given satis&ct 
in every way. When the thermometer registered 
degrees below zero 6utside r my house was kept - 
warm and comfortable with a" verv small 
fuel. There is no coal, gas or dust. " 
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From Jas. IUmpiirys, C.yxningtox Manor, N.W.T. 

January, 30th., 1891. 

I have pleasure in stating that the Hilborn Furnace 
has proved remarkably successful with all of us here, in 
Cannington Manor. The houses are delightfully warm 
and the consumption of wood is very much less than 
would be the case had the usual stoves been employed. 
The labor saved in the item of wood splitting is very 
considerable, as the logs from the bush required merely 
to be cross cut with the requisite length for the furnace. 



From B. Gerry, Brussels. 

April zSth., 1S91. 

I have now placed several of vour wood furnaces and 
they are all giving the best of satisfaction. I cheerfully 
recommend them to any one desiring a good heater. 



From A. Steel, Carleton Place. 

March 7th., 1891, 

I have placed some six of vour furnaces in and around 
Carleton Place and they are all giving good satisfaction. 
I can heartily recommend them to any person in want 
of a first-class furnace. 



From J. IIilliiolse, Clifford. 

April r 4 , '87. 

I am convinced bv actual experience and the reports 
I have re'eeived from those who have your furnaces in 
use, that it is undoubtedly the best wood burning fur- 
nace yet placed in the market, and my experience ex- 
tends" over twenty-five years, having handled nearly 
everv kind of wood furnace yet made, 



From Geo. D. Dahmer, Coxestoco. 

May 4, '91: 

I am very much pleased to inform you that the fur- 
naces vou put in Conestogo are all doing well, and v ill 
lead to an increased sale of them this year. The No. 35 
Hilborn put in mv house has been very satisfactory. It 
has heated the whole house in the colder weather, and 
I have not useo more than four cords of wood during 
the season. I would not think of using stoves for heat- 
in^ purposes, after having used your Hot Air Furnace. 



From John King£Cookstown. 

March 9, '91. 

I have much pleasure in testifyingto the general satis- 
faction which your Hot Air Wood Furnace gives in this 
neighborhood." I have put in many and have not heard 
the first complaint, but all agree that they are the very 
thing loner needed, imparting the required heat with a 
savins of labor and wood, and from my own experience 
in the furnace line I have no hesitation in stating that 
your furnaces are a long way ahead of any I have ever 
seen. 

From O. & F. Shoemaker, Chatham. 

May 8, '91, 

We have been too busy to get testimonials from the 
different parties in this locality who are using your fur- 
naces, but enclose a list of the names of same. We de- 
sire another furnace for one of our customers, and if you 



will make it payable 1st February, 1892, vou may please 
ship us another 35 Hilborn at once. All of the parties 
who have your furnaces in use express themselves as 
highly pleased. 



From \V. H. Wilson, Danville, Que. 

February 21, '91. 

I have much pleasure in stating that ail the furnaces 
I have put in of your make are giving the best of satis- 
faction and I hope to place a great manv more. 



From J. H. Roue, Di;n\tlle. 

March 26, '91. 

I may say that I have sold quite a number of your 
furnaces, and I have also sold other makers, but I can 
consistentlv sav that vour furnaces have given by far 
the best satisfaction. They will heat a larger space with 
less fuel and will hold fire longer than any I have seen. 
My customers are all well pleased with your furnaces, 
and I would therefore advise all dealers and the public 
generally to handle and buy none other than Clare 
Bros. Furnaces, 



y 



From Geo. Welz & Co., Elmira. 

April 2, '91. 

Enclosed find the names of sixty parties to whom we 
have sold your furnaces. They have all given the best 
of satisfaction. Wc have four of your No. 45 Hilborn 
Wood Furnaces in three of our churches, and they are 
giving perfect satisfaction in every case. We have no 
hesitation in recommending your furnace to any one 
wanting a good article. 



From Bisette Bros., Exeter, 

April 2, '91. 

During the last few years we have .sold several of 
your celebrated Hilborn Wood Furnaces and they have 
all given entire satisfaction. They are verv powerful 
heaters and consume but a small quantity of wood com- 
pared with other furnaces. 



From R. Kerr, Jr., Fergus. 

v April 29, '91. 

All the furnaces I have placed of your make are 
giving the best of satisfaction. I believe they are equal 
to any made, and take pleasure in recommending them. 



From C. B. Rogers, Gaxanoqle. 

April 23, '91. 

It affords me very much pleasure in informing you 
that out of the large number of furnaces of your make 
put in by me in Gananoque I have not had a single 
complaint, and they are all working perfectly and giving 
entire satisfaction. I have three of your Marvel Fur- 
naces in my block and I am therefore in a position to 
know that they are economical in fuel, and the heating 
is all that could be desired. I have, therefore, no hesi- 
tation in recommending your furnace to be equal, if not 
superior, to any other make. 



From F. Vickert, Gobles. 

April 13, '91. 
I have used one of your Steel Body Furnaces for the 
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last three years and have found it satisfactory In every 
respect. I have placed quite a number of your furnaces 
and think they are the best in the market. The furnace 
drums are more easily cleaned than any other make. 

From G. N. Davis, Goderich. 

April II«'9li 
I have much pleasure in stating that all the furnaces 
which 1 have placed in this town have given the best of 
satisfaction Their heating capacity is enormous and 
the consumption of fuel is very reasonable. 



From John Robinson, Grand Valley. 

April 22, '91. 

I have now handled your furnaces for the last four 
years and thev are all giving satisfaction. I like to 
"handle your goods, because when the furnace is once 
set it is sure to give satisfaction. 



From Neil & Kent, Granby, Que. 

April 2, '91. 

I have used your llilborn Hot Air Furnaces for the 
past three years in my house, and take pleasure in say- 
ing that it entirely accords with my idea of what a fur- 
nace should be, both in economy" of fuel and heating 
capacity it cannot be excelled. 



From E. Penner & Co., Grkt.na, Man. 

January 21, r (/l. 

We beg to sav that we are perfectly satisfied with the 
three coal furnaces purchased from you four years ago. 
We have not vet had any repairs to make on anv of 

them. 



From R. II. Crawford, Huxtixgdox, Que. 

January j6, '91 . 
The Pleasant Home, with radiator, purchased of you 
last year gives- me perfect satisfaction. I have built 
several houses in which the Hilborn Furnace has been 
put, and am quite sure that it is far superior to any wood 
furnace I have ever seen. 



From W. II. Casement, Lakefield. 

March 19, '91. 

The three furnaces I bought from you have been well 
tested and they are all giving entire satisfaction. 



From Wm. Stevbley & Sox., London. 

April 16, '91, 

In reply to your enquiry would say that we have put 
in a number of your furnaces, both for coal and wood, 
and in every iustancethey have proved very satisfactory, 
being powerful heaters, economical in fuel, and easily 
controlled. 



From M. W. Connor & Co., Ma doc 

February 24, '91. 

As agents for your Hilborn Wood Furnaces for the 
past four years, would say that it has been a great satis- 
faction to ourselves to know that when once we place 



one of vour furnaces it is a success. They aU ays g 
the best of satisfaction, not only as a heater, but for it 
simplicity as regards management, and economy in th 
consumption of fuel. Inmost eases where we liav 
placed the llilborn Furnaces, they are to replace a 
Other make which did not give satisfaction. We cru 
fullv recommend your furnace- in preference to ai 
others. 



From Miller & Co., Moosomix, N. W, T. 

March 31, '91. 

Since we began handling vour furnaces we have ha 
no trouble in getting them to,work satisfactorily. \\ 
would here state that if the furnaces do not do all yo 
claim for them, the fault lies in the man who put then 
in and not with the furnace. Vour furnaces are we! 
and favorably known in this section, and the likelihoo 
is thai quite a number will be wanted next winter. Th 
simplicity and econonn in operating your furnaces ar 
features which commend them to prospective put 
chasers. Keep up the high standard of excellence you 
furnaces possess and you need fear no opposition. 



From C. M. Peters, Midland. 

February 5, '91', 

1 have now put in about forty of your furnaces, soni 
of which have been in use for several years and I hav 
not vet required to get any repairs. Thev are all givinj 

the "best of satisfaction. 



From A. (i. F. Drew, Morrisbi r<.. 

February 16, '91. 

1 1 a vino- put in a large number of vour furnaces 1 ca 
say that thev give good satisfaction, and 1 have i 
hesitancy in recommending them. 



From Barret & Lockwood, Mount Albert. 

February 14, '91* 

We think vour llilborn Furnace i^ the best woo 

- 

furnace on the market. It is easily ^et and a powerft 
heater. 



From J, P. Noonan,Mount Forest. 

February 1 7, 9L 

I have already put in about fortv of vour furnaces i 
and around this town and have also put a No, 45 Hilbor 
in my own house and must say that after three vear 
trial I would not be without it for twice the cost. I ha\ 
no hesitation in recommending vour furnace to anv on 
requiring- a first-class, economical heater, as after vear 
of test of those I have put in I have not had one" con 
plaint and could get a recommend from every one if 
desired. 



From R. J. Stewart, Norwood. 



1 



March 19, '91. 

This is to certify that from personal knowledge < 
your furnaces T am well pleased with them, having pi 
in quite a number of them and thev are all giving goc 

satisfaction. 



V 
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From A. & W. Johnston, Orangevillb. 

April 28, '91. 
We have set up over 50 of your wood furnaces and 
in all cases the v give the best of satisfaction and with 
the improvements made in them lately they should take 
the lead of all other furnaces. The coal furnaces which 
we have placed are also very satisfactory and arc verv 
economical in the consumption of fuel. 



From T. Phillips & Co., Orillia. 

April 7, '91. 

We take pleasure in testifying to the superior 
excellence of your furnaces, the Hilborn for wood and 
the Pleasant Home for coal. We have had some six- 
teen years experience in furnace work during which 
time we have set furnaces of nearly every make in 
Canada. It is about four years ago your Mr. I Iilborn 
gave us the agency for the sale of your furnaces in 
Orillia. We have never had reason to regret accepting 
this agency although in doing so we had to relinquish 
the agency for other furnaces which had been long 
established. As you are aware we have sold and set up 
considerably over 100 furnaces of your make during the 
past four years, every one of which is giving the best of 
N;itisfaction, both as regards economy of fuel and im- 
mense radiating capacity. Many of our customers have 
sent us testimonials unsolicited. We could obtain 
testimonials from every one of our customers. We take 

■r 

this opportunity of stating that in our business inter- 
course with you we have found you prompt in filling 
our orders and all our transactions have been pleasant 
and agreeable. We trust in the future nothing will 
mar the continuance of this good feeling and wish you 
every success. 



From Butterwortii & Co., Ottawa. 

May 19, } gt. 

We have placed a large number of your furnaces here 
and they have given entire satisfaction. Our customers 
say they are very economical and powerful heaters. 



From Thos. Pinch, Paisley. 

April 29, 91. 

During the past four years I have put in quite a num- 
ber of your celebrated Hilborn Wood-burning Furnaces 
and every person with whom they are placed express 
themselves as highly pleased. They are very powerful 
heaters, economical, easily managed and perfectly gas 
and dust tight. I think the Hilborn Furnace is the best 
manufactured in Canada. 



From P. Buckley, Paris. 

March 18, '91. 

I enclose a list of names of those using your furnaces 
in this locality together with a few testimonials as to 
their merits. * Had I the time at my disposal I could 
send vou many more. This, however, will suffice to 
show'the estimation in which your furnaces are held by 
all who have a practical knowledge of their working 
qualities. 

From D. B. Graham, Pilot Mound, Man. 

Feb. 23, <9i. 
I have much pleasure in stating that lam well pleased 



with your line of stoves which I am handling and would 
not wish a better stock in my store. Thev give every 
satisfaction, 



From E- Pollard, Petrolea. 

April 13, 91. 

I have handled several of your furnaces and think 
they are the best in the market. They are much 
superior to other makes of furnaces and I take pleasure 
in recommending them to the public. 



From Keeler & Mason, Prescott. 

June 5, '88. 

We take much pleasure in stating that your furnaces 
are in every way satisfactory t to all our customers who 
are now using them, having put in eight of them last 
season and have orders for more now. We expect to 
put in quite a number this season, some who are now 
using them can't say too much in their praise. One man 
says his did not consume any more coal than his cook- 
ing stove, but we find they burn from five to eight tons 
according to the size of house to be heated. We can 
safely say the consumption of coal is very small com- 
pared with other furnaces, thev are very easily run and 
would therefore congratulate you on having made a 
complete success of your furnaces. 



From J \s. Robertson & Co., Rat Portage. 

Jan. 23, '91. 

The Hilborn Wood Furnace which we have in use is 
giving us the best of satisfaction as to heat and burns 
verv little wood. 



From C. Martini, Rodney. 

March 16, '91. 

I have placed quite a number of you furnaces in these 
parts and can say that for safety, comfort, ease of clean- 
ing, and attending, as well as economy of fuel, 1 know 
of nothing to compare with the Hilborn. It is specially 
adapted for all sizes and kinds of buildings. J am en- 
closing some testimonials which speak for themselves. 



From W. Conn & Bro., Simcoe. 

March 11, 91. 

I am enclosing herein eight testimonials from parties 
with whom 1 have placed your furnaces and it affords 
me pleasure to state that all your furnaces in use here 
are giving the best of satisfaction. I have already 
handled most of the different kinds of furnaces on the 
market and must say that I regard yours (especially the 
Hilborn) to be considerably in advance of any others as 
regards satisfactory, economical, durable and powerful 
heating qualities. 



From Price & McMlrton, St. Thomas. 

April 1, '91, 

We have now handled your coal and wood furnaces 
for the past two years and have yet to hear a complaint 
from any of the parties with whom we placed them. 
We can furnish you a testimonial from every person 
who has one in use if it be necessary. We have no de- 
sire to handle any other furnace than yours as you have 
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the best coal a,,a wood fumaco mack- in Canada at 

present, 

Brom R. E. Bingu \m & Co., SlAYNl K. 

Feb. 16, '91. 

We have heard of no objections from any of our 
customers -bo have your furnaces in use and ihy u e 
with the testimonials which you have speaks lommei 
for the Llilborn Furnace. 



From J \s. Viges, Stevbnsville. 

Feb. 16 '91. 

1 have been handling stoves and furnaces jor The past 
eight years and have found that there isadecid ed pre- 
ference on the part of my customers io \y°^ v ^ 
and furnaces. They give excellent results boih as 
heaters and in the saving of fuel. The furnace, I m*ht 
say are doing better work on less coal than was claimed 
for them to do by vou at the lime of setting then up. 



From R. Sampson, Tinsmith, Sherbrooke, Que. . 

June 10, '91. 

I have much pleasure in reeommending Clare Bros. 
A: Co.'s Hot Air Furnaces. I have placed about 100 and 
find, through close examination, of all other furnaces in 
the market, that theirs are ahead of any others tor 
durability, healing surface and economy in fuel. 

From Daniel Stewart, Sl'mmerside, P.E.I. 

March 26, '91. 

Having used one of your No. 136 Steel Dome Fur- 
naces during the past winter, I have much pleasure in 
saving that it has given entire satisfaction, and in my 
opinion no furnace can produce better results with the 
same amount of fuel. It heated my house more com- 
fortably and at much less expense than could possibly 
■be done with stoves. 



From A. E. Micks, Su.vdkrlano. 

January 14, '91 . 

Every one who has had your furnaces know they are 
far superior to any furnaces manufactured in Canada, 
both in reference to their working qualities and dura- 
bility. I might just say I have had one in my store for 
about six; vears and it is a perfect heater in every re- 
spect, and 'I would not exchange it for any one I have 
ever seen. 



From John Jamieson", Truro, N. S. 

February 24, '91. 

The Hot Air Furnaces I purchased from you last fall 
have given entire satisfaction. The No. 138 Marvel is 
a great heater, it gives considerable additional heat with 
the lower Radiator and without extra fuel. A party 
using this furnace said that it did not consume more 
fuel than his hall stove. The dust flue keeps all dust 
out of the rooms, and the arrangement to regulate the 
draft without going into the cellar is admirable. For a 
safe coal furnace it is about perfect, the other furnaces 
.are first-class, but the Marvel is the favorite. 



From A.J KviJ' WlARTOX. 

April \< 

) am well pleased with the furnace J purchsi fr 
v«m' it heats m> house thoroughly and economi 
j have put in a number of different kinds of fun 

but believe the llilborn to be the best heater on 
smallest quantity of «ood. It is now five year* 
DU 1 in the- first one, and I have nol repaired one yet, 
so » ith the other make as I had to repair some of tli 
the first year. 

From I.vs. Di FFIELD & Son. Winciia.m. 

February iS. 

We have much pleasure in testifying to the excel le 

of the llilborn Furnaces. Those we have sold 
fitted for thepa>t three years, have in each ca-e b 
satwfactor) in every way.' Two of their strong red 
mendations are their power for healing and ecoi 
with fuel. 



From Patrick & PowELt, Woodstock. 

April 21, ^9 

We have much pleasure in stating that the h 
number of furnaces which we have placed of your n 
during the last five years has been most saiisfac* 
We can always recommend your furnaces with a 
dence in their" qualities of capacity, economy and eas 
management, to satisfy the most critical, and it does 
take the foundries stuff of drummers to sell them. 



From Paulik & Pllmmbr, Sault Ste Marie 

February 26, '< 

We enclose vou a list of people using your furn I 
in town, also testimonials. We have been bu>y I 
have only seen a few, but every one we asked ga\ I 
testimonial with pleasure. We have never handl I 
furnace that gave such general satisfaction. Wis | 
vou still greater success. 



Prom Jeffrey Bros., Stratford. 

February 14, '< 

Wc have put in some 60 of your furnaces in our 
and vicinity, and whenever they have had a fair ch 
they have "done credit both to us and the firm they c 
from. Any trouble there may be has arisen more 
incapacity of those in charge of the furnaces, or \ 
construction of house renders a perfect job impost 
The llilborn wood furnace in our estimation st 
without a rival. The Pleasant Home coal furnace i> 
we think would be hard to beat. We are not acquai 
with any other line of furnaces that could be har 
with as good results. We would also say that we 
no more pleasant relations with any firm than we 
with yours, and that your fair dealing and effect u; 
operation has done much toward the success we 
made of this branch of business. 



i 
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From Isaac Shannon, Tara. 

April 24, \ 

I take pleasure in saying that without exception < 
one of your furnaces are giving the best of satisfac 
and I feel quite sure that if any of these men re< 
any more furnaces they would make the same sele< 
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Prom S. B. McClunc c\ Co., Trkn h,n. 

February 19, '91, 

We take pleasure in savin- thai we hare handled 
your line of furnaces for the last three years, and are 
well satisfied to continue to do so, as we consider that 
they are the best line of furnaces on the market. We 
have always found you ready to deal fairly with us and 
our customers. 



Word 



From R. Purse* .v Son, Windsor. 



April 2<j, '91. 

All the furnaces which we have placed of your manu- 
facture are giving the best of satisfaction.* Thev are 
very powerful heaters and economical in fuel, I take 

much pleasure in recommending your furnaces to any 
one. J 



The strongest guarantee we can give of the merits and superiority of the Preston Furnaces, is the genuine 

and universal endorsement found in the following testimonials, many of which have come to 

us unsolicited. So widely known, and such general satisfaction are they giving 

that there is scarcely a mail but what brings us some pleasant words from 

those who are using our Furnaces. 



From Angus McDonald, Alexandria. 

February 23, '91. 

I have used one of your furnaces this winter and hare 
pleasure in saying that it gives me every satisfaction. It 
burns no more wood than the ordinary stove, and in mv 
opinion give* double the heat and is "absolutely gas and 
lltust proof. 



From D. D. McPh&b, Alexandria. 

February 24, '91. 
I have u*ed one of your No. 134 furnaces, and would 
recommend it as being a good heater, and gives good 
satisfaction. It is easily attended to and does not burn 
any more coal than the ordinary coal stove. 



From Archy Boyi>, Alexandria. 

February 4, '91. 

I have usrd one of your No* 134 Marvel Furnaces 
•during the last three months, heating my house in a 
very satisfactory manner. It is easy to operate, does 
not give out any gas and is free from dust. The moderate 
•cost at which it is supplied, together with its excellent 
heating qualities, and the small amount of fuel required 
should make it a favorite with the public. 



From T. M. Armstrong, M. D. ALLrsTox 






April 26, 'S7. 
The furnace you placed in my residence last fall has 
■given entire satisfaction, so much so that I can cheer- 
fully recommend any person requiring one, to purchase 
■from vour firm. 




From Twos. Ryax, Allistox. 

March 4, '91. 

Having purchased one of your No. 45 llilborn Fur- 
naces from your agent, Mr. J. J. Cain, and having tested 
it during the past two winters, I must say that I am in 
•every way pleased with it. It has thoroughly heated 
my large house with at least one-third less fueL 



From Robert Hansey, -\llistov. 

March 4, \ji. 
The llilborn Furnace, which I purchased from vour 
agent, Mr. Cain, has given entire satisfaction. I would 
not be without it for twice its cost. 



From John Geimmell, Almonte. 

January 21, \ji . 
I can recommend jour furnaces in every way thev 
arc everything I could wish, in fact I would not do with- 
out them on any consideration, to -o back to stoves as 
I was before, I would not dream of it. I cannot recom- 
mend your furnaces too highly. 






From \V. T. Wilkinson, Ahmerstbl-rg. 

March 11, '91. 
I have had one of your furnaces in use now for two 
years and hnd it giving very good results, both for heat 
and economy of fuel. 

From M. B Twomev, Ahmerstburg 

March 6, '91. 
The coal furnace of your manufacture, purchased for 
my residence, has given me entire satisfaction in 
respect. 



every 



From S. Fraser, Ahmerstbu 



RG. 



March 24, *qi- 

Y St Ur ag f ^ Mr - D ' L " W! S le ' P llt °ne of your No. 
152 Marve Furnaces in my residence in the fall of 1880 

and since that time it has given entire satisfaction heat 
mg a very large space with very little fuel 



From A. D. Maxwell, B. A., Ahmerstburg. 

March 3, '91. 

vxrTY f " rna ": e which l Purchased from your agent, Mr 
Wigle, hasgivesn me every satisfaction. I cheerfully 



g ^P^STONypJARJO^ 




OUR FURNACE BOOK 



recommend thi make of furnace to intending pur- 
i hasers, B * 



From E. Beri i Ahmerstei r... 

March 1 1, '91. 
I am using one of your large furnace* since last fall 
and am very much pleased with ir. It has proven it- 
self satisfactory and up to the standard you chained for 
it at the time I gave the order. 



From Hejtry Utter, Areola, 

March 1 
After two year- trial of your Uilborn Furnace I 
sonsider it a fir an heater and recommend it t< 
general public. 



Prom J. u. c. Legatt, Aiimkrstbctrg. 

March 23, ? oi. 
I beg to sav that I have been u^ing one of vour coal 
furnaces for the past three season, and can aasely say 
that it ha* given me every satisfaction. I consider ft 
ahead of any other furnace I have vet seen in the 
market. 



From Gilbert Bkrtraxd, Ahmer 



STBL'RC, 



March 24 *oj 

JE^™? M ; hiGh l P urcha *^ from voi, suite me 
tt, Mj *«* ^^ugh quite open, u heated 



From J. \\\ Perlford, Ahuerstblrg. 

March 24, '91 

It affords me pleasure to sav that the No r u Pleas- 
Mr St Set • pu V n ,7^*^ b *- r™ S-t, 

Mr. D L. Wigle, in the fall of 1SS9. has in everv wav 

fre' e u n i" e o' "T ° f ««*«*». « all persons who 
are usmg your furnaces are a. well satisfied as I am I 

feel sure your trade must increase greath from ^ ear to 
j car. 



- From J. H. Lockhart. Ahmerstbirg. 

Februarv 2;. 91 
I have been using one of your Uilborn Furnaces for 
the pa* two seasons and can sav that it haJ ™en me 
entae satisfaction. I heat my entire house uith it and 
I do not consider that I consume more weed -ban 
would be required to run a medium sized box stove 
while it heats fully three times the space 



From Dr. F. A. Joxzs. Ahmkr 



STBLRG. 



Februarv 20, *oi. 

nJL?T ° neof •° ur Xo - l * Pl««ant Home Fur- 

nace* from your agent, Mr. 1). L . Wigle, and £U n L 

SrffthJZ 3 k heat TO needed in mv house tnd ? 
find lt has been burning ever since. It heats my house 

thoroughly, on not more than three ton. of c™kl un to 
the present, which is less than I would have bur^ n 
an ordinary base burner, and I have heated ™nU t 
double the space. I n fact I consider I have the fine 
thing in the heating line that is manufactured both for 
economy and cleanliness. °° tn tor 



From H. Stoxer, Arkoxa. 

March 1-, '01 

^IKg ^^e which r Purchased from vour 
agent, Mr. Crawford, has given entire satisfaction both 
as a heater and economy of fuel. I take much plea^re 
in recommendtng said furnace to intending pure WrT 



From A. McPjike, Arxi-rk*. 

.Feb. 1 6. . 
Having used two of vour No. 54 Maple Leaf V 
r urnaces in my hotel for the past winter I take plea 
in gating that they have given entire satfefacSoi 
used a coal furnace of another make the previous wi 
but could get no satisf a ctio n so had to discard it but 
furnaces which you put in have surpassed mv exr* 
tions and I can certainly recommend them 



From D. Kilc.ik, ARTHUR. 

Ian. 21. "9 
The No. 35 Hilborn Hot Air Furnace put in 
house by your agent has given entire satisfaction , 
or the amount of heat it gives does not consume "n 



From W. W. White, A 



KTIIfR. 



r.L° Ur k° 3S ,filb0rn Hot Air furnace put in , 
re, dence by your agent has given me the bes^of « 

faction, having had the same in use for three vear 



Fr.»m J. E. Morrison. A 



RTIILR. 



t u ' an - -7- r oj 

I have much pleasure in .rating that the hot 
furnace put in my hotel bv C Martin last fall hnii 
me good satisfaction. It is quite a Sr^tafae^ 
jou uke mto consideration the lar-e hotel whirl 
heats rt certainly is a powerful heater Yhe whole h^ 
t£T comfort *We in the coldest weather I 
£*£lj- recommend your furnaces to any one requir 



From R. W. j.wKsox. Arva. 

The furnace I purchased from vou four tears Lo' 
given men entire satisfaction fr i » } V^ ^ 
very economical in fuel * g0od heater ' 



From Thos. Yanarnam, Athens. 

verv economica! in the cooB^SS^Si "^ 

From J. P. I. amb . Athene 

I purchased from vour ag en , M v^^'.Ti 

><o. 146 Furnace f«:ii <■ , . -' lo **at. last ft 

do all 4 Mr . MoSm ***\1 »«tle doubtful that it w C I 
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carrying heat by hot air pipe 55 feet to my dental office 
and in the coldest of weather it was perfectly healed. It 
does the work that would require three stoves, and I 
think nearly saves the fuel of two, burning either wood 
or coal. 



/ 



From A Parish & Son, Athens. 

May 31, 'S8. 
The No. 146 Furnace got from you, we had in use all 
winter, commencing in November— during the coldest 
weather burning coal and the balance of the time wood. 
Our building has been very comfortably heated, and 
the quantity of fuel used, not as much as we expected. 
In every way the furnace has given us satisfaction. 



From Phil. Wiltse, Athens. 

July 2o 7 '88. 
I have much pleasure in stating that the Mot- Air 
Furnace put into my store by you last full, has been 
most satisfactory in every way." Its capabilities were 
thoroughly tested during last winter, the thermometer 
ranging from 30° to 35 o below zero, and the result 
has been the most perfect comfort in every part of the 
store. 



From John Bennett, Athol. 

Feb. 20, \>z. 

I have pleasure in certifying that the furnace I pur- 
chased from your agents, Messrs. Moffat Bros., Max- 
ville, has given me great satisfaction, to have obtained 
the same amount of heat by stoves would have con- 
sumed double the amount of wood. I have no hesitation 
in recommending it to any one in want of a good cheap 
furnace. 



From Wm. Megill, Aurora, 

March 20, '91. 

This rertifies that I have had one of your No. 35 
ililborn Wood Furnaces for two years and I am highly 
pleased with it. I take great pleasure in recommending 
it to any one who may desire a thoroughly comfortable 
house in the coldest days in winter. 



From E. Hrannd, Aurora. 

March 2, '91. 

I have much pleasure in stating that the No. 136 
JSteel Dome Furnace placed in my store two years ago 
has more than realized my expectations and borne out 
jour representations in every particular. It gives me 
perfect satisfaction and works as well with wood as 
with coal. 



From J. R. Rutherford, Druggist, Aurora. 

June 23, '86. 

I have used one of Clare Bros, small coal furnaces 
during the past winter, both in my house and drug 
*itore, and am highly satisfied with both, and confidently 
recommend them to anybody requiring a furnace. 



From R. W. Hillary, M. D., Aurora. 

June 22, '87. 
I had a large sized furnace made by Clare Bros. & 



Co., Preston, Ont., (No. 55), in my house this last 
winter, and find it did all the makers claimed for it; our 
house was thoroughly heated, and the saving in fuel a 
marked item. We have been so pleased with it that we 
strongly recommend it to all requiring comfort and 
economy. 



From W. C Cleft, Aurora. 

March 2, '91. 

I have much pleasure in recommending your 
Pleasant Home Furnace. 1 have two of them in use at 
present. I have used one of them three winters in my 
store, it takes but little more coal to run them than an 
ordinary coal stove. They are easily managed, simple 
and strong. 



From John Murray, Avonton. 

March 9, \>i. 

I have had one of your wood furnaces in use for the 
last four years and must say that I am well pleased with 
it and can recommend it in good faith. 



From W. Conn, Aylrner. 

April ii, '91, 

I have now had one of your No. 55 Hilborn Furnace* 
in use for 6 years, and I believe it to be one of the most 
powerful heaters in the market and can highly recom- 
mend vt to ali parties wanting a first- class heater. 



From F. S. Hare, Avlmer. 

April 12, \>i. 

I have been using one of your No. 55 Hilborn Wood 
Furnaces for the past seven years, and it is a firs-t-class 
heater and a great wood saver. I take much pleasure 
in recommending your furnaces to any person requiring 
same. 



From John Wyllie, Ayr. 

January 20, '91. 

I have much pleasure in stating that the No. 138 
Pleasant Home Furnace, placed in my building by your 
agent in this town, has given me perfect satisfaction, 
heating both stories with less fuel and a great deal less 
labor than with stoves, I can safely recommend this 
furnace to any one as a first-class article. 



From Walter Willison, Ayr. 

January 20, '91. 

I have pleasure in saying that I am thoroughly satis- 
fied with the No. 138 Pleasant Home Furnace placed in 
my residence last fall, it comes up to all the merits you 
claim for it. It is easily managed and I cheerfuMy 
recommend it to any one in need of a good furnace. 



From John Anderson, Ayr. 

June 11/88. 

The No. 138 Pleasant Home Furnace, with radiator, 
placed in my house last fall by your agent, H. Gmelin, 
has given every satisfaction as regards heating, economy 
of fuel and ease of management. Would recommend- 
them to all requiring a furnace. 
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From Theo. II. Miller, Avion. 

April 14, '91. 

Mr. ])<>\ le save vou can make all the use of hie name 
as the furnace gives all that ii a\:is represented to do and 
more. IU eajs it would take a great deal more talking 
to get hilll to take it put, than it did to get him to lake 
it. 



From II. J Law, Beetem 

February 14,, </i. 

The Maple Leaf Furnace placed in my house 
bv your agent, Mr. A. Thompson, is giving me 

good satisfaction in every respect, not only in heating 
the house thoroughly, but in cleanliness and saving of 

fuel. I would therefore recommend it to anv one re- 
quii ing a furnace. 



From D. McLean, Belleville. 

April 2Dj "87. 

I had one of vour Vo. 40 Waterloo Furnaces put in 
my house last fall, and found it to giveg >od satisfaction 
in every respect. 






1.. From I. B. Ashley, Belleville. 

February 12, ^91. 

Two years ago I put a Pleasant Home, (low radiator) 
Furnace in mv house, which I have used since when 
needed, and have much pleasure in testifying to the 

satisfactory results obtained from its use. It heats my 
house qiiite easily in the coldest weather, and does not 
consume an unreasonable amount of coal. It is simple 
in construction, and, therefore, easily worked. I cheer- 
fully recommend these furnaces to any person requir- 
ing such a heating apparatus. 



From F. II. Illin<f, Iierlin. 



o? 



March 13, '91. 
The No. 134 Marvel Furnace which was put in my 
house last fall has given splendid; satisfaction. The 
great advantage oyer many other furnaces is its ash 
sieve, by which, with very little trouble, ashes can be 
sifted and emptied without messing the cellar in the 
least; also the vapor pan,.Avhich, when properly attended 
to, always keeps the air moi*L I can cheerfully recorn- 
. mend your furnaces to any one. It is easily managed 
no dust, requires but little care to keep clean and gives 
good satisfaction. 



1 



From Mr-. F. E. Alexander, Belleville, 

February 14, '91. 

I am so far very well pleased with the Marvel fur- 
nace which I have in my dwelling. Ii heats mv house 
thoroughly and altogether 1 am very well satisfied. 



) . 1 



From Rev., Father Spetz, Berlin., 

March 2S, '91. ' 
The No. 152 Marvel Furnace which vou placed in the 
Catholic Church in Waterloo has been giving the best 
of satisfaction, and 1 cheerfully recommend It to any 
one. .;. 



.• . . 






. ' 



'> 



From C IF Walper, \U ... 

March 1 2, 

J take much pleasure in staling that I he No. 
Pleasant I Io;ne Furnace which you placed in ?m 
has given me every satisfaction, ll has burnt It 
than I expected and it is also very easily mar 
There i s RO gas or dust, and my guests -peak \ 
highly of the comfort resulting from the furnace. 



From Economical Mutual Fire Insurance Co., Ik 

January 15, 

The combination I lot Air and Hot Wafer Sleel I; 
Furnace received from your firm in \>s<j ha* pr<, 
b.- all that is claimed of it. We tan safely recon 
this furnace for use in offices, public buildings, s< 
and churches. 



Prom Moses Kshleman, Berlin. 

February 20, 

This is the third winter I have used the Xo. 136 s 
Body Furnace manufactured bv your firm, and pu 
by \"our agent, Mr. Moffat, in the fall of 1888, and I 1 
much pleasure in stating that it has »i\eti eniire -; 
faction. It is a good heater and very economi 
fuel. It is also free from du^t and ashes and M 
regulated. 



From J. Cook, Jailer, Iierlin. 

February 21, 9 
Two years ago one of vour No. 1 5 j Stet-1 Bod* 1 
naces was placed in the Berlin jail. The Ratisfaclii 
gave was the means of having- the same kind of fur 
but a size smaller, placed in my resilience adjoinii 
j;iri. They are both giving the very best of satisfac: 
no clinkers, easily regulated, and for heating qual 
and economy are second to none in the market. I t 
pleasure in recommending ibis furnace to the ptl 
generally. 






From M. Springer, Sheriff, County Waterloo, Ber 



1 



April 23, '8i 
I have used the Waterloo Self Feeding Hot 
Furnace during, last winter (which has been the col. 
I ever remember), and it has given me complete si 
faction. My house is 28 x iS, two stories, and 2S x 
one and a half stories, and has been comfortably w; 
during all the severe weather. It has been no m 
trouble to run than an ordinary coal stove. I have 1 
eight; and a half tons of coal, which, considering the 
of the house and length of the winter, I consider \ 
moderate. 



From J. Fennel, Trustee B. M. S., Berlin. 

Mav 2 5, 4 8' 
Last fall our school board had one of vour Xo. 
Steel Dome Coal Furnaces place.! in the new M 
End School building. It proves to be a great hea 
furnishing more than is required. The Board is in 
pleased with it. 



... From J. Fennel, Berlin. 

May 23, '87 
I have been using, in my residence here, one of m 



• ■ 



• 
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furnace s for the past two years. It has given very good 
satisfaction, although the house is a large one. It 
possess** the advantage of requirii g verj littleattentii n. 
I have pleasure in recommending its use to others. 



From Rev. vo n Pirch, Pastor Ev. Luth. St. Peters 

Church, Berlin. 

May :;,. '87. 
After having used vour furnaces all last winter, I am 
now ahle to say that they give complete satisfaction, 
although the church is very large, having a sealing 
capacity for over 1,200 persons. The two furnaces you 
pur in for us, have even in the coldest weather, properly 
warmed the building 



From Richard Holden, Berlin. 

April 4, '86. 
II iving never succeeded in heating mv hotel comfort- 
ably I |>..t in one of the Hilborn Wood Furnaces last 
fall, in the hope that good results would follow. I am 
happy to say my anticipations have been exceeded. The 
comfortable temperature has been commented upon 
favorably by all mv guests. I have effected the saving 
of some 30 cords of wood during the season over the 
previous winter, and consider myself well off with such 
an efficient furnace. 



From E. S, Day, Berlin. 

March 5, '86. ' 

The Waterloo Self- Feeding Coal Furnace purchased 
from you, I am pleased to say, has so well satisfied me 
that I -hould refuse double the monev that it has cost 
me rather than part with it. It is, without doubt, the 
best furnace made. I may add that I am an experienced 
?nechanic, and have been engaged in making and sel- 
ling furnaces for many years in the United State-. 



From Geo. Proudfoot, Berlin. 

May i; v '91. 
I am using one of Clare Bros., & Co's Furnaces, No. 
73S Marvel, put in by their dealers, Messrs, Gies, Wolf- 
hard & Co., and am pleased to .say it gives me entire 
satisfaction. There has been no dust or gas from the 
furnace, and it has heated my whole house last winter 
with less than six tons of coal. I am much pleased with 
the ventilation it provides and am satisfied that the air 
is changed every few minutes. It is easy to minage, 
responds quickly, and I can heartily recommend it to 
any one requiring a furnace. 






From Daniel L. Knetchel, Berlin. 






March [3, '91. 
I am pleaded to state that the No. 134 Pleasant Home 
Furnace which I bought from your agents has given 
me everv .satisfaction, and would recommend it to the, 
public, especially as a coal and wood burner. 



From John Mo68er, Berlin. 

March 12, "91. 
The two No. 136 Steel Dome Furnaces which your 
agent placed in mv two tenement housts, whit h I built 
last summer, has given every satisfaction. The tenants 
are well satisfied in every respect, especially with the 
small amount of fuel thev consume. I mav want an- 






n . 



oilier furnace this \ ear, i[ I do I will certainly give you 
the order. 



From Geo. Steinmitz, Berlin. 

March 1 , 'yi. 

I thought at the time you put an 1$ Comfort Furnace 
in my house, that voti would have the pleasure of taking 
It out again, as you had agreed to do providing it <did 
not give satisfaction. I am pleased to Bay that after a 
fair trial it heats my house thoroughly . We have plenty 
of heat and 110 gas or dust, and the furnace is satisfactory 
in every respect. 



From Benjamin Godbolt, Berlin. 

March 14, '91, 

The No. 13$ Pleasant Home Furnace which I bought 
from you in the fall of 1889 gives entire satisfaction in 

ever} respect. It is easy to manage, no escape of gas, 
and requires but a small quantity of fuel. I only used 
6 tons of coal last winter and arn well satisfied. 



I'rom Thos. Hen,dep50n, Berlin. 

March 5, \ji , 

Having purchased one of your No. 134 Marvel Fur- 
naces last fall, under representations which vour agent 
made that it would give me enouyh heat and not con- 
same more than five tons of coal. I am pleased to say 
that it has heated the house comfortablv on four tons of 
coal, 
burner. 



It has been less trouble to manage than a base 









From J. Landreth & Co., Chemists, Berlin. 

March 16, '91 . 

Having used one of your iS Comfort Furnaces in our 
store for the past two years we have no hesitation in 
expressing our opinion of its good qualities. It has 
given entire satisfaction in every respect, and the most 
remarkable advantage being that we do not have a 
shower of coal dust in the -hop every time the furnace 
is attended to. It is very easily regulated and economi- 
cal in fuel. lu fact it combines all the essential good 
points of a first-class heater. We have much pleasure 
in recommending the "Comfort 11 to any one- requiring 
a reliable article. 






From II. J, Hall, Berlin. 



1 



March 13, 'yr. 

Ilaving at present .one of your No. 13S Marvel Fur- 
naces in my house, I have great pleasure in recom- 
mending it to the public. I have had it nearly two 
winters, and am satisfied that I have saved about two 
tons of coal each season, also having kept I he tempera- 
ture from 70 to 75 degrees above zero all winter. 



'; 



r 
f 



From John A. Fuchs, Berlin. 

March, 1 2, yi. 

. I have been using during the last winter one of vour 
iS Comfort Furnaces and must say it has given everv 
satisfaction. I have not only been using less coal than 
I did before, but I also have no trouble in keepiug mv 
store at an even temperature. lean only say that I 
cannot recommend it too highlv. 

fti'l 
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From Daniel Weber, Berlin. 

February , 21/91. 

The No. 146 Marvel Furnace which your agents, 
Messrs. Gies v Wolfhard & Co., put in for me last fall 
has more than filled the bill. Mv house is built of brick 
and the furnace has about 45000 cubic feet of space to 
heat and up to the present time I have only used about 
2,14 tons of coal for this winter, and I can heat the 
whole house very comfortably in the coldest of weather 
and I feel confident that with proper arrangement there 
is no cleaner or more economical furnace in the market. 
I therefore have much pleasure in recommending the 
Marvel Furnace to any one in want of fl first-class 
heater. 



From H.F. B urges, Rector St. Paul's Church, Bethany. 

March 25. '91. 

The No. 13S Marvel Furnace which your agents, 
Messrs. Staples & Noble, put in mv house has proved 
quite a success, heating the house, which, on account of 
its location, is hard to heat. The furnace furnishes an 
even temperature of 65 degrees. It is much less trouble 
than stoves and does not consume the amount of fuel. 



From j. C. Davidson, Bracebridge. 

January 23, '91, 

The Hilborn Furnace for three foot wood with 5 
drums, set up in my house last fall, gives everv satisfac- 
tion, heating the entire house about 22,000 cubic feet 
easily although I have used nothing but two feet wood. 



Faom James Shepherd, Bracebridge. 

January 16, '91. 

I am well satisfied with the furnace I purchased from 
you after having given it a years trial. I have had no 
trouble With it whatever. 



From James Coburn, Bradford. 

January 24, '91. 
I have much pleasure in stating that 1 am well 
satisfied with the furnace which was placed in mv house 
by your agent. It is economical in fuel and the heating 
of my house is all that I desire. Its arrangement for 
management is very simple. On the whole I am well 
pleased with the results. To those who are thinking of 
placing a furnace in their homes or stores I would 
recommend them to try the Hilborn and be convinced 
that there is no better furnace made. 



From Chas. Elliott, Bradford. 

January 24, '91. 
I have much pleasure in stating that the Hilborn 
Furnace which was put in my house last fall by your 
agent in this town has more than realized my expecta- 
tions, and borne out his representations of it in every 
particular. I think the Hilborn Furnace has the true 
principle of heating and I can heartily recommend 
them to the public. 



From E. Garrett, Bradford. 

January 24/91. 
The Hilborn Furnace placed in my house last fall has 



given me the very best satisfaction. I never knew \\ 
it was to have the house properly heated befor- 
would not be without one for any money. ] 
economical in fuel and it has more than fulfilled 
expectations. I have much pleasure in recommend 
this furnace to any one requiring Such, 



From Thomas Edmonson, Brad ford J 

January, 30th, 9) 

I take great pleasure in testifying to the com pi 
satisfaction given by the Hilborn Furnace which I p 
chased a few years ago from your firm. I have nc 
had the least trouble with it. I find it to be a gr 
saving in fuel ; it throws out a great amount of heat ; 
is easily managed. I think I can safely recommem 
to any person requiring one. 

■ 
From H.J. Law, Bradford. 

February 2, '91 

The Maple Leaf Furnace placed in mv house a sh 
time ago by your agent, Mr. Thompson, is giving 
good satisfaction in every respect, not only in heat 
the house thoroughly, but in cleanliness and saving 
fuel. I would therefore recommend it to any one 
(j uiring a furnace. 



From J. G. Chautler, Bradford. 

January 24, '91 

I have one of your Hilborn Furnaces in my hoi 
and it is giving good satisfaction. I have found it lo 
a great saving in fuel. I do not think it is surpassed 
any furnace made in this country. I am willing 
recommend it to any person requiring a furnace. 



From J. M. Booth, Bradford. 

April 6, 

I have used one of your No. 55 Hilborn Wc 
Furnaces in my hotel this last winter and have heatet 
thoroughly. I can recommend it to anv one in want 

a first class heater. 



From B. Barnard, Bradford. 

January 30, % yo 

The Hilborn Furnace placed in my house three yea 
ago has greatly improved the comfort of my home. 
do not need near as mucn fuel as I did when j h 
stoves. My house is always warm and the furnace 
also a great saving in carpets and furniture. There 
very little work in attending it and I have mu 
pleasure in recommending it to any one in want 0: 
first class and economical heater. 



From J. S. Boddy, Bradford. 

" : January 24/91. 

After four years of careful test of the Hilbo 
Furnace I may say that it has more than come up 
my expectations. In labor and cleanliness it base 
ceeded anticipation. I am also glad to state that it e\ 1 
surpassed what your agent, Mr. A. Thompson, recor 
mended to me and I can safely assure anv person wl 
wishes to purchase a furnace that he will never regr 
getting one of vours. 
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From John D. Gordon, Brampton. 

May 7, '87. 

After two years of careful test, I drop a line to let 
you know how I like your Self-Feeding Coal Furnace, 
purchased from your agents here, Messrs. Bright & 
Thayer. [ am very much pleased with it. It has been 
a service of comfort; easy to run, and the consumption 
of coal not large for amount of heat given. 



From F. Sleightholm, Brampton. 

May 7, '»7- 

I bought a No. 40 "Waterloo" Furnace from your 
agents, Messrs. Bright & Thayer, and I have much 
pleasure in giving my testimonial to the excellency of 
the furnace. It has heated my house perfectly, and free 
from gas and dust,and I consider I cannot say too much 
in its praise. 



From W. Ranson, Blenheim. 

January 30, '91. 

I have been using the Hilburn wood furnace for the 
past two years and it has given excellent satisfaction 
and have no hesitation in recommending the furnace to 
intending purchasers. 



From Jas. Ranson, Blenheim, 

January 21, '91. 

The Hilhorn furnace set in my house by your dealer 
here is giving perfect satisfaction, in fact would not be 
without it, and I can cheerfully recommend them to the 
public. 



From Willis Ranson, Blenheim. 

January 30, '91. 

I cheerfullv recommend your Ililborn wood furnace 
put in my house last fall, for it gives entire satisfaction 
in every respect It is a powerful heater, easily con- 
trolled and economical. I have much pleasure in 
testifying to the efficiency of this furnace. 



From John Nichol, Blenheim. 

, June 6, '8S. 

The furnace I purchased from you last fall is fully up 
to all that vou claim for it. It" is certainly the most 
economical* heater in the market. I heated my house 
last winter with less than eight cords of soft wood, and 
I think less will be needed next winter, as the house will 
be thoroughly dry by that time, as you know the house 
was not fini "hed* when you put in the heater. I can 
recommend it to anyone wanting a safe and economical 

heater. 



From W. A. Huffman, Blessingdon. 

February 13. ' QI - 

The No. 43 Hilborn Wood Furnace you put in my 
house in the fall of 1889 has given entire satisfaction. 
It has heated my house thoroughly in the most severe 
weather and I never burned more than eight cords of 
wood throughout the season. I futly recommend it to 
anyone wanting a first class heater. 



From Anderson & Elder, Blvth. 

January 27, '91. 

We have much pleasure in stating that your Hilborn 
Furnace, No. 55 put in our store by J. G. Moser, of this 
place is giving complete satisfaction and we must say 
far beyond our expectations. Our store is brick 22 x 80, 
two stories all heated by the furnace. We do not know 
anvthing^about its heating capacity for we have never 
had occasion to test it to its fullest capacity when heating 
store alone. We have plenty of heat by keeping as 
small a fire on as possible. We would have required 
three box stoves to heat our premises and are confident 
we would not have had near as good results- Our 
average cost for wood for the past two years was $iS.oo 
per year. Upon the whole we think it is a good furnace 
and "cannot be beat. It is verv easily regulated and an 
economical heater. 



From Lucas Tanner, Blvth. 

February 3, >i. 

The furnace you placed in my block last fall by your 
agent J. G. Moser, has given entire satisfaction, and has 
done all that it was recommended it would do. 



From D. B. McKinnon, & Son, Blyth. 

February II, '91. 

Your No. 55 Hilborn Wood Furnace which you put 
in my establishment by Mr. J. G. Moser is giving entire 
satisfaction and we can safely recommend it to anyone 
desirous of securing a first class furnace. 



From M. Young, Sec'y Methodist Church, Blvth. 

January 28, '91. 

Fifteen months ago your agent placed in our new 
church two of your No. 35 Ililborn Furnaces. The 
church is 66 x 38 feet with basement, and the furnaces 
have given entire satisfaction warming the coldest 
weather perfectly and quickly, and they do this without 
reaching their full capacity. The Trustees have much 
pleasure in recommending these furnaces. 



From A. Dodds, Bolton. 

April 26, '87. 
Having purchased a No. 35 Hilborn Furnace from you 
last season, on certain conditions — that, after a trial of 
two months, if not satisfactory I need not keep it 
— I can now recommend it with pleasure as a first-class 
heater and also a saving in fuel. 



From Jos. Wilson, Bolton. 

April 23, '87. 

I have been using one of your wood furnaces during 
the past winter, and was somewhat doubtful at first as to 
its good qualities, but have now come to the conclusion 
(after a strict and impartial trial) that, as regards econ- 
omy in fuel, cleanliness and heating qualities, it far 
surpasses my expectations ; in fact I would not be with- 
out one. I have heated my house and shop during the 
whole winter, in every part, and the outlay was five 
cords of wood. If this is of any value to you, you 
are at liberty to publish it. 
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From I aim- > Dolton. 

April 20. v ^. 

Thi< iv lo certifj U t the I' Hot- Air 

Furnace," manufactured b\ Clare B & Co.. and 

pi. d from Mr. A. I>oig last fall, has, during the 

past winter. given me entire satisfaction. - 

g at, and I consider it very econoii i in 
ft: n theerf recommend ii 10 any :>enon in 

need of a hvnter. 



From Br\;.:; Dowiinff, Bolton. 

April ii. ^ N 

I have much pleasure in gning Mr. D _ vour repre- 
sentative in this locali'v. a tc^imonial of the won g of 
of the furnace " Pleasant Home Avith Radiator 
Eactured by you and set up in my lie 
This furnace ha- _ en me entire £ rery 

alar. It has far exceeded my e\ the 

saving of fuel. Mv house is an oh; ugh-casi cott _ 
20 x 30, di o five apartment? Ti 

of ie>- than 3 1 ; ton< of . d of N 

2nd of the following April, or 44 lb* of coal e 1 •• 24 
hour>« ga\ e me on an a\ era=:e of 65 c of heat all over 
the house. To man v ihis si ment mat seei 
b!e, it iv however a fact w brci>artr< erifv 

by sworn ivit, if- n I haw 

wood in the furnace - : . . inieU 

equally as economical a^ vviih coal. Lcs^ -,- 
what it would take small 

nary box >to\c, \viil now hea: mv whole he 



From John McKwan. Bolton. 



April .; JSS. 



Having purchased one of your No. 35 Unborn V 
Furnaces irom Mr. 1) _ aud havj _ sted ii r n^ 
the pa*»t winter, I mu-t say I am well p -- ' • ' 
result I: has thorough]/ heated n. house 
large and sa re at least one-third jffuel. 



From J. S. Sutll, Bolton. 

April 17 
ThW i- to certify that I am very much plea-cd \vi 
the Hilborn Furnace which I had put in mv building 
last fall by your agent. Mr. A. Doi^. 
work well, and heats up m \ <hop and roon - 
without consuming any more wood than an orcinarv 
box stove. be>idc- ^reping- the plac- free and from 

dust or din of any kind. I think, on the whole. the\ 
have the true principle of hr,. _ j can rcadilv re- 

commend them to the public. 



From J. X I) n, Uolton. 

April 26, 'SS 
I have found the Preston Coal and Wood Furnace. 
set up by A. Doig in m\ house las! November, manufac- 
tory both as an economizer of fuel and in the iittle 
attention required in management, L'sjnij wood when 
a continuous rire i- not needed i> a special 'convcr ience. 



From Win. Clarke. Bracebrid^e 

January 14. 91 . 
I have much pleasure in -taiing that the furnace from 
your establishment placed in the" basement of the new 
building shortly before it- occupation bv mv familv last 






N .ember. 1 - y satisfaction. TI 

ro id gcxK and ■ liolc h 

co - nd night with four regin 

the g tluor and two ui - 



From J. W. S 'V & c 

Januarv . 

• 

We have had one of vour aled Hilborn Funu 

in uvc foralxuit -i\ - vrn' 

lon^ within a fifteen foot open board z. u ^| 

ma s ven hard to heat We are very much ; 
with vour furnace. It ha* heated ihc re pc 

We take ^rcat p!ea>ure in reconnr.cnding the Hilbor 

anv person requiring a good econoi^H 
furnace, feeling satisfied ih.it if it i* properh place 
there .0 belter furnace in 



From I W Dill, Bracebridge. 

Januar_ _r 

.- _; c -a-ure in certifvir^ that I have ^H 

of vour Hilborn Furnac* *kc the fall of iS& 

whi e placed bv Mr Jas. lltllinan of ii - ;^n,an 

that i: has g r, entir • n, he 

hou^e containing "ci roc and two halis u:th 
three hot air re. or and none oi^H 

-econd ?.oor. burinng about 12 a - f :ii_cc fool woe 
per vear. I can recommend il without Ik ion tote 
one recjui s a good econoniical furnac* 1 con>idt 
j for in three vears in t of fuel m 

_ _ the comfort, ^ ilinc^ a: 



i W:;:. McAi Branchton. 



March 30, >& 

1 have much piea-unr in ^Lating that trie 1 Ii 
Air F: nan-. urcd by vou and placed in ir 

k iv'ed m\ cxpv :on 

our rrprc^rntation> in ca erv panic 

feet > n. - of co: 

5tn \ in wotkinj; cannot fail to r^rcou 

d it to anyone rcquiri g a furnace. I have u» 

noihin_ ut rovj«-h w<x>d vhich w:i- not tit for H 



ohn S gsbv, Sec'y S S. No. 14. Brantford T 

February ^4. '91 

1 ^ce we purch:i-cd of vou for our *<hoc 

gooc We are well "pleased with it. 



From R. If. Fullerton. Brantford 



October 4 
Ti .v.- furnace which I purcha-t from \ou in the fa 
of ins. ha- given me every sati -faction? It lie 
house pleasantly and comfortably. It is easiU mana^t 
and quickly produce- extra he.it" if to desired." There 
no escape of gas, and it is with pleasure I recommei 
vou fumace< to anv one in want «»f a sood heater 



From E.f. Baker, Brantford. 

March iS. 91. 
The furnace you put in mv hou*e has given comple 
satisfaction, and I bcicive the Preston furnace is secor 
to none. 
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Prom K. Aahton, SuperinlendaittlMohawk rrwtitution, 

Branl ford. 

March i, '89, 

The experience of a second winter confirms mi opin- 

tfspecting the furnace of vour make which was 

I in this institution. Ji is perfect i satisfactory in 

ei respect and superior to any furnace that has come 

under tn v notice. 



From Dempster & Co., Brantford. 

March iS. '8o. 
The furnace put in my store which I purchased of 
you has given the best of satisfaction and can cheerfully 
recommend it to any one in want of a first-class heater 



From 1). A. Uouno. IirantWd. 

July M . '89. 
In reply to your enquiry regarding the furnace of 
vour make which vras put in mv house, would sav that 
it has given everj satisfaction. I heat eight roo.ms 
comfortably and could heat more. I consider vour 
furnace a powerful heater, economical in fuel and can 
cheerfully recommend it to any one in waul of a good 
furnace. 



Prom Aden Cameron. Brockville. 

June i. 'SS. 

I can with pleasure testify to the excellent qualities of 

the Pleasant Home Furnace a.s used by me last winter. 

It is a powerful hearer, most ew.silv managed and it has 

ltd- \cr_\ important feature: It is economical. I cannot 

conceive of am room for change or improvement in this 

furnace. 






From Jonn Colbert, Brockville. 

June 15, 'SS , 

I have heated mj house with the No. 13S Pleasant 
Home Furnace on three tons less coal then when using 
stoves. I consider this furnace the best in the market 
and recommend it to on friends. 






From A. I). McDougaU, Brockville. 

)a,ne 15, '88. 
I am ! try much pleased with the Pleasant Nome 

Furnace purchased from \ou lasl winter. Having had 
a large experience in the stove and furniture trade, I 
consider I made the best possible selection in choosing 
the Pleasant Home. I would recommend it to any per- 
son requiring a hot air furnace. 



Prom Geo. A. Henry, Brussels. 

Februan 24, '91. 
I have much pleasure in Btating thai the Hilborn 

Furnace put in mi house hv \ our agent, Mr. 15. Gerry, 
has in everv WAV given satisfaction a* represented. I 
can hcartih recommend it toain one. 



From Richard Dowd, Burns Out.' 

March $, r $>i. 

Three \ earn ago I purchased one of vour furnaces. 



ami am pleased to pay that it lias given nu 1 cun satis- 
faction, [t gives a greai amount 01 heat for i he fuel 
consumed. '1 heie is a great Paving of labor in the pre- 
paration of i he wot d for the furnace. 



From Thos. Alton, Burlington. 

February iS, *oi. 

*' ■ -* 

1 put info mv house last fall one of vour I Inborn. Hot 
Air Wood Burning Furnaces, and I must sav I am per- 
tectly satisfied with it. Jt is easilv managed and while 
it disperses the heat evenly through the house, it con- 
sumes no more fuel than an ordinary box stove. 

From John Gray, Cardinal. 

June 2o. '88. 

In reply to your agent, I mav sav that the furnace 
you put in rm house last fall gives me good satisfaction. 
A few minutes night and morning to put in coal and 
rake out the ashes, is all the labor required. By a little 
Attention to the dampers all parts of the house could be 
kepi at a uniform temperature of 65 ° , and increased or 
decreased at will. The most notable feature about vour 
furnace is your system of cold and hot air drafts* whereby 
you create a circulation that ventilates the rooms and 
renews the air. In this respect I consider it very much 
superior to any svsteml of stove or steam heating that I 
know. 



From James Thompson, Cardinal. 

: - June 21, 'SS- 

1 have much pleasure in staling that the No. 13S 
'Pleasant Home 91 Furnace (for coal) put in" my house 
last fall by vour Mr. Moffat, has given £rood satisfaction, 
keeping my house comfortablv warm, dav and night r 
during the unusually cold weather of last winter. The 
furnace being placed in the cellar, acts as an excellent 
ventilator of that part of the house. I am also pleased 
to say that the Furnace, "Hilhorn" No. 55, (for wood) 
put in the Town Hall by Mr. P. Leacy, has proved an 
entire success. 






. 



• 



From K. MacPherson, Cardinal. 



June 20, '88. 

I have much pleasure in stating that the furnace 
placed in mv house last fall has more than realized mv 
expectations and borne out your representations in every 
particular, giving me perfect satisfaction. It works as- 
well with wood as with coal. 



Prom P. Leacy, Cardinal, 

April 2, '91. 
T beg to say that all parties using your coal and wood 
furnaces are perfectly satisfied with them. They give a 
great deal of comfort and are very economical in the 
use of fuel. 



From S, S. Merrick, Carleton Place. 

June 7, '88. 
Last December I purchased from vour Mr. Moffat a 
No. [38 Plea-ant Hour- ,V Radiator, which I am highly 

delighted with. I have a large si one house, exposed to 
the north wind which I can heat easily with every room 
being warm enough to sit in at any time. I do not burn 
any more coal than I did in stoves and get more satia- 
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faction. I would recommend vour furnace highly to 
made T U ' antlng ° ne ' as J think they are Ae best 



From J. E. Smith, Cannington. 

» March n, '91. 

Wood F„™«f h P ' ca t Ure in bavin S *"« vour Milborn 

by^ur^TMT^P^ Pl3c f in m - V " hotcl last fal1 
«* " ;./&.' Mr - McPherson, has given me the best 

of .ansfacuon. It does the work of seven or eight 
o havl l^tncd it n lhC ^ ° f - V ° Ur furnaCe 



From Malem Lvmburner, Canboro. 
1 , March 26, '91. 



From J . a Calder. Carluke. 

- 

t-u U7 January 17, 'or 

furnace. &ed * and can sa - v that " « * good 



From Isabella Garner, Chath 



am. 



From Andrew McGill, Chataworth. 
Th*» t January 17, 'm 

Sive us ,16 trouble. OtS iSod^ i E5 ^ The - V 
and everything works wdf Catsup the church 



From John McDonald, Chatsworth. 

The Hilborn Wood Fum» » ^"^ I9 ' ' 91 " 

dence in Oct ,S<W h! humace . vo " put into mv resi- 

*nd I find Tirb<>?h^g h re a t?Jm n forTVH CeJlL ' nt -*£E 
tight and intact a^when i«? « ♦ "^ Tt is a * 
managed and regulated Una ?7cWld V" *"' 5 ,oetti,v 
would not be without it Ca " altend to jt - I 



From I). Montgomery, Chesley. 
Th*. ».,.„ * February : 4 , ',., 

*ft fiffe KS ^ J* ^ '» «» 

*tore, are a, satisfactory .7 Ce , and the «*"» for 



v ir January 20, "01 



From John Bearman, Chesley. j 

May 18, t 8- 

It affords me the greatest pleasure to reconim! 

C. !'v! r ° m Furnace, placed in my house 

Stanley .v McLaggan. I would deem it advisable 

even farmer, as well as business men, to have one 

.,!?J *'< ? SaV f ,ab ° r 3nd P ro " lotes cleanliness, a 
give* perfect satisfaction to the whole household. 

From Joseph Adams, Chesley. 

, », , Ma - V lS « '87. 

I have great pleasure in recommending your Ililbo 
Furnace, placed in my hotel "Windsor H ou « 
December, 1886, by Stanley & McLaggan itS 
ceeded more than promised, and borne out more t h 
represented in ev-erv respect. In lab<,r and cTean,i n e 
it has exceeded anticipation. gamine 



From Rev. Dean O'Connor, Chesterville. 

, , February 26, 'or. 



From James Shay, Colchest 



er. 



T , r February jc, ' OI 

-2ifr ' *-— rr m - vou *r ■- 

- .ear and ^JE^TtZttSl 

From Wm. & John Splan. Coleraine. 

tk- April 21, 'S8 

pu? t£t?&t£ t^ Furnace A I)oi 

We would recommenT«n ^^ US g<X>d ^^sfacUo; 

give it a triat aT we^hinic' VT 'ST*** * heater ' 
stoves. tn,nJw !t In ever J vi ay superior l 



From Rev. Father Kilcullen, Colgan. 

whole congregation^ w^^ » 

From Martin Switzer, Conestogo. 



May 1/86. I 



I am pleased to say the Milk. ,, . . ' *' ^ I 
Put in mv hotel ^SL^SE v.' ' Air Kuniace vc 
has heated mv housed" he ^^ «**"ita. * I 

be able to sell q^\ iZf^Z^ ^ ™ d - vou ^ 1 
this section of country TLffi*? ^ them throu g 
a - I have had S^&ft!^^ 

^n, X. S. Bowman, Conestogo. 

J have much pleasure in h. . *ZT* " 9 ' ' 9I " 

Pleasure m bearing testimony to tl 



- 
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satisfaction 1 have In using Ihe furnace you placed in 
im store, I hare had if m use two years and it has 
done .ill that I expected it to do. 



From (.,. (). Stroh, Conestogo. 

January 28, '91. 

The furnace which I purchased from you gives the 
best of satisfaction. My house used to be "a cold svreeted 
hou^e In winter. It used to sweat so bae thai the water 
ran down the walla and 1 started this fall again., but in 
about a week after I had in the furnace it was all <\v\ 
and is so yet, I have a comfortable, warm, dr\ house 
now. 



From Hr, Good, Conestogo. 

January jo, '91. 

I put into m\ house one of your furnaces a year ago 
last fall and I am well pleased with it. J do not think 
it will taks any more wood than the stoves would. The 
wood I use is three common cord wood sticks a dav and 
night, and the house is always comfortable. The house 
is much easier kept clean than with stoves, and I would 
advise people to get one of Clare's Furnaces instead of 
stoves. Trv them and vou will be satisfied. 



From (ieo. Scienbein, Conestogo. 

January 21, "91. 

I have much pleasure in stating that I have used 
vour furnace for two winters and it has given me entire 
satisfaction, and I would not like to do without it. I 
heat mv house, seven rooms, shoe store and workshop 
with it, and I am satisfied that 1 derive all the benefit of 
the wood consumed. 



From A. T. Banting, Cookstown. 

March 7, '91. 

This i^ to certifx that Mr. John King put in one of 
vour furnaces in mv house some two years ago and I 
am very much pleased with it. I consider it a great 
saving in wood and labor, besides the heat of the house 
is much more even and comfortable and I can highly 
recommend your furnaces. 



From Win. C Henry, Coodstown. 

February 2$, '91, 

I cheerfully recommend the Ililborn Wood Furnace 
to ail who wish to keep warm. I have used it two 
winters and the more we uss it the better we like it. It 
is solid comfort when the theremometer records twenty 
below zero outside. 



From JaSi A. Kidd, Cookstown. 

March 11, '91, 

The Ililborn Wood Furnaces which Mr. King put 
in niv boose four winters ago has given entire satis- 
faction. It has done all thi;t could be reasonably ex- 
pected of any furnace. It is economical, efficient, and 

easily operated and I would not wish for a better one. 



From Jar. Beatrie, Bookstown. 

March 10, '91. 

The Ililborn Furnace placed in my house some 



years ago has given unbounded satisfaction, and I 
shall deem it a pleasure to exhibit it and recommend 
ii to au\ person who is thinking of purchasing a fur- 
nace that is perfect in every respect. 



From J. P. Carr, Cookstov n. 

March 9, Vji„ 

Having used one of your furnaces for years I take 
easure in saving that I found it satisfactory in everv 

respect. It is economical in fuel, no dusl and is easily 
mananged. I would not exchange it for any wood 

furnace I have yet seen. I would certainly recom- 
mend any person intending purchasing a furnace to 
consider the merits of the Ililborn. 



From C.J. S. Banting, Cookstown. 

March 9, '91. 

The Ililborn Furnace which vour agent, Mr. King, 
put in for R.J. Coleman, and which I am using, is 
doing all that you claimed for it and I take pleasure in 
recommending it to all who desire a good heating 
apparatus, it requires little attention and it warms every 
room in the house comfortably. I would not go back 
to stoves again if 1 got the fuel free. 



From C. Cooke, J. P., Cookstown. 

July 19. '88 

I hereby certify that I have a Ililborn Hot-Air Fur- 
nace in my house. The furnace heated 47,000 cubic 
feet, and I have no hesitation in recommending the 
u Hilborn" Furnace as one of the most economical and 
efficient hot-air furnaces manufactured in Ontario. 



From J. W. Coulter, Cookstown. 

June 1, '88. 
The Furnace I bought of your Mr. Tlartman, a No. 
52 Ililborn, has proven to do all he recommended. It 
has taken the place of six stoves, that I previously used 
to warm my hotel. As a fuel consumer, I can say that 
I did not use over one-half as much fuel as in previous 
years, and had my house far better heated. I can 
honestly recommend it to anyone wishing a first-class- 
furnace. 






From 1 1. J. Dunning, Cookstown. 

March 12, ^r 

The furnace. I purchased from your agent Mr. King r 
has more than filled my expectations and has proved 
itself a warm and constant friend during the cold 
weather of the past three winters at a reasonoble cost of 
fuel. Its superior heating qualities, the ease with which 
it is regulated and its moderate cost should make the 
Ililborn furnace the popular heater in the market. 



From Geo. Duff, Cookstown. 

March 9, '91. 

I have much pleasure in stating that the ililborn fur- 
nace which your agent Mr. King put in for me some 
years ago has given me perfect satisfaction. I have had 
no difficulty in warming ray house thoroughly. We are 
very agreeably surprised at the ease with which it is 
managdd, it is no more trouble to manage than a box 
stove, we do not see how it could be improved on. 
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From G. E. Clement, l)e>eronlo. 

February 20, 91. 

1 have much pleasure in testifying thai your X.. J34 
Marvel Furnace 1 purchased last fall has given me 

entire satisfaction and would recommend your iu. na< 1 - 
to anv one in want of a good article. 



From Jolin Knight, Douglas. 

June 22, '88. 
I have much pleasure in stating that your Hot- Air 
Furnace put in mv hotel by James Reid, of Cobden; last 
fall, has given me'good satistaction. It is quite a saving 
in fuel, When you take into consideration the great 
amount of heat obtained, and that throughout the whole 
house, being quite comfortable in the coldest weather m 
anv part. I can heartily recommend it to anyone re- 
quiring the like. 

From Wm. Simpson, Drumbo. 

January 27, '91. 
1 have been using one of vour Coal and Wood 
Furnaces last winter and this u inter I am using wood 
altogether and can say that it has given me great satis- 
faction and would recommend it to any one intending 
to buy a furnace. 



From James Rowand, Dublaine. 

April 16, '91 . 
The No. 3S Ililborn Hot Air Furnace which your 
agent, Mr. Thos. Finch, put in my residence lias proved 
ecrv satisfactory. It hea - my house thoroughly and is 
easily controlled. The m stein of cleaning out is com- 
plete and the furnace in every respect is lirst class. 



From Trustees Dundalk School. 

July 10, '88. 
The Ililborn Furnace purchased from your agent, 
Mr. A. B. Noble, of Sheibourne, gives entire satisfac- 
tion. It saves wood besides trouble and dirt, and gives 
a uniform heat. We would not go back and use stoves 
jf we got them for nothing and the Furnace paid for, 
and do not hesitate in recommending them to the 

public. 

[ Dr. McWilliam, 

j Geo. Nixon, 

Trustees:-! Thos. Hamburg, Sec'y. 

I Thos. Carson, 

I II. J. Pate. 



From John McKee, Duntroon. 

March 4, '91. 
It affords me great pleasure in saying that the No. 45 
J lilborn Wood Furnace which I purchased from you 
-over four years ago is giving good satisfaction. I would 
not by any means care to go back to heating by stoves. 
The furnace is easily attended to, is a great saving of 
labor in regard to cleanliness and neatness and a saving 
of fuel when we consider the class of wood that can be 
used in it and after four years trial I have no reason yet 
,tO rue mv bargain. 



From Robert Lester, Dunville. 

March 20, '91. 
.Last fall I purchased a furnace from your agent, Mr 



J. II. R owe, of this place, and it has surpassed my 1 

Ctation. It keeps in\ house warm although 
actually il -"-- wood than I used to burn in a small parlor 
stove. I would not do without a furnace if it cost $500, 
J would advise every body to buy a furnace at one 
save time and money. 

From John McXichol, Dunville. 

March 27. '91. 

I have much pleasure in saying that the No. 35 J lil- 
born Wood Furnace which you placed in my house « 
giving me every satisfaction. 



From 1). C. Hohner, Dunville. 

March 27, '91. 

The Coal Furnace which I purchased from your 
agct ■!. Mr. Roue, is heating my store and dwelling 
nicely. I am satisfied hot air heating is the cheapest 
way to heat a building. 



From I as. Overholt, Eastwood. 

January 26, '91, 

The furnace of your make which I purchased of you 
two years ago last fall works quite satisfactory, heating 
every part of the house thoroughly when heat is re- 
quired. I consider that it effects a decided sa\ ing in 
fuel especially to a farmer who has wood of hk 
own, as rough, knotty and crooked wood which could 
not be used in the ordinary heating stoves at all, can be 
made to do excellent work in the furnace. 



From Wm. Argo, Sec'v Presbvterian Church, Eden 

'Mills. 

May 31, '88. 

The No. 4.5 Ililborn Furnace which you last fall 
placed in our church, after thoroughly testing it during 
the past winter, has given entire satisfaction, heating the 
building thoroughlv during the coldest weather. Wt 
consider that we can heat the building quicker, evenei 
and with less wood than by using stoves. For cleanli- 
ness, ease of management and evenness of distributing 
heat, we consider it one of the best methods for heating 
To all in need of a furnace we would recommend tht 
Ililborn as one of the best in the market. 



From R. McKee, Methodist Parsonage, Eglington. 

Februaay 24, '91. 

I have great pleasure in saying that the furnace put ir 
by your agents, Messrs llawke & Ernes, Toronto, give! 
complete satisfaction in every particular. It is a first I 
class heater and remarkably easy on coal, two very im 
portant things in cold weather and hard times. HaviiM 
had some little experience with furnaces I have no hesi 
tation in saving that I would take this make in preference 
to anv other I have yet seen. 



From Richard Coe, Ellengowan. 

April 19, '91 

Last fall I put in my hotel one ofyour No. 35 Hilbort 
I lot- Air Furnaces, and must say that I am very wd 
pleased with it It heats my hotel thoroughly wit! 
rough wood, it is easily managed and no trouble tocleai 
out when necessary. I consider it a very desirable fur 
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ad take much pleasure in recommending it to the 
public 

1 rj Dunke \ Co., Elmira. 

July SO, "88, 

\v i%*c used your llilborn No. 45 Furnace during 
the winter of 1887 s \ and beg to say that it has piven 
ilendid satisfaction, and we are well pleased with it. 

Fn>m M. Weichel, Elmira, 

Julv :i, l 88. 

The two furnaces put up by your agents, Geo. \\\ 
Welz Si Co M gfive the very brvt satisfaction, and I can 

_ !\ recommend them to the public. 



From Thos. Hunt, Elmira* 

May I, '86, 

It gives me great pleasure to say that the u Hilborn M 
Aot-Air Furnace vou put in my house has given me 
entire satisfaction. It has heated my hotel thoroughly, 
and I have at the same time saved at least fifteen cords 
of wood, through the season. 



Julv 21. 'SS. 

I take much pleasure in certifying hereby, that the 
No. 138 Pleasant Home Furnace, which was placed in 
my re>uience \a<\ fall by vour agents, G. Welz & Co., 
of this place, ha- given the best of satisfaction, and I 
heartily recommend it 10 the pnblic. 



From Thomas O'Donnell, Elmira. 

Julv 20, '88. 

I have much pleasure in stating that the two llilhorn 
Hot- Air Furnaces, manufactured by yon and placed in 
my hotel three years ago, has more than realized my 
expectation^, by giving me perfect satisfaction. It has 
heated mv hotel thoroughly, and I have at least saved 
twelve cords of wood through them. I would not part 
with them for a two hundred acre farm. 



From Win. M. Behrens, Elmira. 

July 20, '88. 

I have used one of \ our Wood Furnaces during^the 
past winter in my house, and am highly pleased with it, 
and confidently recommend them to anybody requiring 
a furnace. 



From F. Dalby, Flora. 

March r 1, '91. 

Having tested vour furnace thoroughly for two 
reasons I must say that it has given me perfection 
satisfaction, being so easy to adapt to any change of 
weather to which we are so liable in this part of the 
country. 




From George Wood, Secretary Fir>t Presbyterian 

Church, Kramosa. 

January 26, '91. 

I take much pleasure In expressing my entire 
satisfaction with those two No. 34 Maple Leaf Furnaces 
placed in our targe stone church. All parts of tins 



room is heated comfortably with ;i very small cost for 

v\ oocl. 



From Ephraim Cober, Ethel. 

January iC>, '91 . 

I have much pleasure in stating that the No. 34 

Maple Leaf Furnace which I put in m v house a year 
ago has given me entire satisfaction. It is quite a 
saving in fuel when you take into consideration that the 
roughest and cheapest -wood can be used and also the 
great amount of heat that can be obtained from such 
wood. I can heartily recommend it to any one requir- 
ing a furnace. 



From J. Burton, Ethel. 

February 19, \ji. 

I have one of vour Wood Furnaces in mv hotel 
which has given me e\ Qry satisfaction and is one of the 

best furnaces made. I therefore recommend it to all. 



From J. P. Ross, Exeter. 

April, 21, V>r. 

I have pleasure in telling vou that the furnace which 
purchased from vour agents, Messrs. Bissett Bros., turn- 
ed out admirably well, fulfilling all you said it would. 
I have put in three different kinds of furnaces and yours 
gives me the best satisfaction and I would recommend 
it to anvone desiring a furnace. 



From T. B. Ear ling, Exeter. 

April 21, 91. 
1 take this opportunity of writing to -you in refrence 
to vour furnace. 1 have now been using it for the last 
five years and may say that I am very much pleased 
with it. I have no hesitation in recommending same to 
to any person. 






From John Trick, Exeter, 

April 21, '91. 
Six years ago I purchased from your agents here 
Messrs. Bissett Bros., one of vour llilborn I lot-Air Fur- 
naces and it has given me entire satisfaction in every 
respect. 



From F A. Rollins, Exeter. 

April 20, 91. 
The llilborn 1 lot- Air Furnace which I purchasdfrom 
vour agents Messrs. Bissett Bros., of this place in 1S87 
and which was placed in the town hall, has given entire 
satisfaction and I have no hesitation in recommending it 
to anyone desiring a first-class heater. 



From M. Eacreto, Clerk, Exeter. 

Aug 2, '88. 
I have much pleasure in stating that the furnace 
placed in the town hall here, by your agent last winter 
has given entire satisfaction. 



.From Levi Yost, Elmira, 

March 28, '91. 
I have much pleasure in stating that the No. 55 llil- 
born Wood Furnace which was put in bv vour agents 
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From T. A. Stephens, Manager Hank Commerce, Gait. 
) January 21. '91, 

The 1 46 Pleasant dome Low Radiator Furnace pur- 
chased from vou in July 1889, has proved itself worll 
of recommendation, having heated the hank perfectly 
and more economically than when using stoves. We 
find the circulation of warm air ven uniform and pure. 
The furnace i6 easily regulated and we cheerfully recom- 
mend it and also the fir^t-da^s manner of setting up the 
furnace, piping, etc. 



From (J. V. J. Greenhill, Merchants Bank, (Jail. 

January 22, 91. 
Regarding the 146 Pleaeanl I tome Low Radiator 
Furnace placed in the bank by jour agent here, I can 
truthfully say that it has given perfect satisfaction, hav- 
ing heated the building thoroughly ever since February 
1S8S, with a very reasonable amount of fuel. I take- 
pleasure in recommending your furnace for economy of 
fuel, simplicity of management and scientific construct- 
ion. 



From F. Malcolm, Gait. 

January 23, '91, 
I have much pleasure in bearing testimony to the ex- 
cellence of the No. 138 Pleasant Nome Low Radiator 
Kurnace vou placed in my house last fall. The material 
used in placing ir, and the workmanship is in the high 
est degree satisfactory. I commenced burning coal on 
the first of November, and judging from the quantity 
consumed to date, I find five tons will he quite sufficient 
for the season. I like this heater because it is adapted 
for the burning of wood spring and fall when a contin- 
uous fire is not needed, and al>o for its construction 
which gives the user perfect control over it. I therefore 
heartily recommend it to anyone desiiing a convenient 
and economical heater. 



From T. & G. A. Tilt, Gait. 

January 22, '91. 

The two 152 Marvel Furnaces placed in the Queens 
hotel by your agent, Mr. Wm. Trotter, in November, 
18S8, has given us entire satisfaction in every respect. 
We have been able to heat the building much more 
economically since using the furnaces. They have a 
large amount of space to heat, but we find them equal 
to the task. We take pleasure in recommending the 
above furnace. 



From Todd Milling Co., Gait. 

January 22, '91. 
The No. 18 Comfort Furnace purchased from you 
last season is giving us entire satisfaction. We are 
highly pleased with the perfect manner in which our 
office is heated and can without any hesitation recom- 
mend it to any one in want of a good heater at a small 
cost. 



From Wm. Millican, Gait. 

January 22, '91. 

The Furnace, No. 134 Pleasant Home with low 
radiator, which I purchased from you last fall is giving 
me good satisfaction. It heats my residence, containing 
about 16.000 feet, comfortably and is easily managed, 
entirelv free from dust or gas and very economical. I 



ara well pleased with ii in ever) particular ami also 
with ihe manner in which the work was done by vou. 
I take pleasure in recommending the above furnace to 
those in search ot a good reliable heater. 



From A. W Cairns. Gait 

January 22. '<ji. 
1 am plea-. I to say that your furnace* arc all thai 

you repr r»l them "to be." 1 have had considerable 
experience with your furnaces, having purchased I. \<> 
136 Pleasant I lome In 1888, afterwards disposing of my 
residence and purchasing another I also purcha 

another furnace of your make, No. 1^4 Marvel, which 

K giving me entire satisfaction in every respect. The 
building contains over i5,qoo feel and is sftuoted in a 

cold place. 1 can reconnmnd your f urn.u .- for 

economy, ease of management and as being in m> 
opinion the most scientifically constructed furnace I 

have ever seen. 

From C.J. Shurly, Gait. 

January 22, ', )t . 

Having used a No. ly, Pleasant Home LowRadiaioi 
Kurnace in my residence rinee Nov., i.sss, 1 take 

pleasure In stating thai it has given entire satisfaction, 
easily regulated and does not consume too niiicli fuel. I 
can recommend ?our furnace to an\ in want of a first 
class heater. 



I mm |. C, DietrH h, Gait. 

January 22. 'oi. 

I can truli say that the No. 1.10 Pleananl Home Lou 

Radiator Kurnace purchased from you 1.1-t \«-ai and 
pl.iced in m\ residence by your agent, Mr, \\ m. Trotter 

giving me perfect satisfaction so far. I find it 1 gn 

improvement on the old style oi furnaces, consuming 
less fuel and giving out more heat, entirely free from 
dust or gas and ver\ fasil) regulated. I am well pleased 
with the workmanship in connection with setting up th. 

furnace, lean honestly recommend ionr furnace to 

any one in war.1 of a first class heater. 



From R. S. Strong. Gait 

January 13, '91. 
Having used the 1 3S Pleasant Home Low Radiator 
Furnace purchased from you in December, 18S9, and 
found it to be all you represent, having heated m v' resi- 
dence to my entire satisfaction with verv little trouble 
in management of furnace. I can cheerfully recom- 
mend any one in want of a furnace to consult vou be- 
fore purchasing. 



From J. Iff, Irwin, Gait. 

January 16, \ji. 
The furnace purchased from your firm in the fall of 
1 888 has been quite up to your recemmendations. As 
regards economy of fuel, ease of management and 
heating capacity is in every way satisfactory. 



From G. H. Stephens, Gait. 

January 16, '91. 
I have had in my hotel one of your large sized Wood 
Furnaces for over two vears and it has given the best 
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gatisfaclion in every way. I would not be without it. 



From F. Palmer, Gall. 

January 22. '91. 

I take pleasure in recommending the 13S Pleasant 
Home Low Radiator Furnace you placed in my resi- 
dence in September, 1888. It has given perfect satisfac- 
tion, having heated the building, 10,000 cubic feet, 
thoroughly and economically. It is very easily regulated 
and u a' powerful heater. I am delighted with it 
believing there is none better made. 



From Mara & Co., Gait. 

January 22, '91. 

We have used a No. 144 Steel Dome Furnace since 
October, iSSS, and have it to be all that could be 
desired, having heated our store, 30,000 feet, perfectly 
with a very reasonable amount of fuel. We cheerfully 
recommend your furnace to any one in want of a first 
class heater' and can also recommend the manner in 
which the work of setting up your furnace is^ done and 
the system of perfect circulation of warm air in use by 
your agent here. 



From Geo. Beaumont, Gananoque. 

February 18, '88. 
I have put in a new brick house, which rents for $200 
a year, a No. 13S Pleasant Home Furnace, made by 
Glare Bros. & Co., of Preston. Ont. It heats up stairs 
and down stairs very efficiently and is easy to run. It 
takes very little more coal than a hall stove. 

From James Hay ward, Gananoque. 

February i q, '8S. 
In the fall of 'Sy I placed one of your furnaces, Xo. 
138 Pleasant Home, in my house, which contains about 
18,000 cubic feet of space to be heated, and it has 
proved satisfactory in every respect, supplying all the 
heat required. 1 have also found it very economical in 
the use of coal. As near as I can judge at present it 
will not bum over six tons of coal to heat the house 
during the whole winter. I have no register upstairs 
but I find a difference of only eight drgrees by my ther- 
mometer between the down-stair and up-stair rooms in 
my house. 

From Rev. J. Fennell, Georgetown. 

I have pleasure in being able to state that the furnace 
you put in the parsonage last December has exceeded 
our most sanguine sxpectations. We are now verv glad 
that we decided to have our house heated in this way 
and also that we have the kind of furnace vou make in it. 



From B. jj. Couldery, Glenallen. 

February 12, '91. 
I cannot~speak too highly of the furnace you supplied 
me with, it most effeciently heats my house, in faet so 
much so that we are glad to open the front door if the 
check draft is not kept open a little. I have much 
pleasure in recommending this furnace to anyone. 



From R. R. McKellar, Glencoe. 

March 11, '91. 
Having purchased one of your furnaces for my hotel 



and having thoroughly tested its merits duri 
winter just passed, I am pleased to be able to Raj 1 
my fullest expectations have been realized and ih 
am thoroughly satisfied with the workings of it in ei 

respect. 

From Samuel Sloan e, Goderich. 

February 21,9 

Your No. 13S Marvel Furnace put in my new 1 

dence has given good satisfaction. It h easily mana 

and an excellent heater and I have much pleasure 

recommending it. 

From Johnston Carey, Goderich. 

February 1, f y 

I have much pleasure in staling that the No. 

Marvel Furnace which I purchased from \ ou last 
has given good satisfaction and shall always ft el 
pleasure to recommend your furnaces to who ever 1 
require a hot air furnace. 



From Amos Snyder, Gorrie. 

April 2, \j 

1 take much pleasure in stating that the fun 
which I purchased from you has given me every 6 
faction. I think it is fully up what you recommen 
to be. 



From John Spotton, Gorrie. 

March 2S, '9 
The furnace I bought from your ageut some t 
years ago i< giving perfect satisfaction. I have ha< 
trouble with it whatever. I think the furnace met 
of heating is superior to stoves and a great deal chefl 
Vou can also burn very rough wood I would rec 
mend anyone contemplating building to consult y< 
refrence to a furnace. 



From John Mclntyre, Grand Valley. 

April, 18, '$ 
1 am pleased to say that the No. 35 Hilborn Fur 
which your agent Mr. John Robinson placed in 
house last fall has given entire satisfaction. It will 1 
all kinds of wood and is without doubt the best v 
furnace manufactured. 



From George Muir, Grand Valley. 

April 22, '< 

The No. 35 Hilborn Furnace which I purchased 1 
your agent, Mr. John Robinson, some three years a: 
giving the best of satisfaction. It will burn all V 
and sizes of rough wood and is very easily cleaned < 



From Robert Sanderson, Grand Valley. 

April 22, '< 

It affords me the greatest pleasure in recommenl 
your Hilborn Hot Air Furnaces, It will save aff 
deal of labor and is very economical. 



From John Hendry, Grand Valley. 

April 22, 
The Hilborn Furnace which your agent, Mr. 
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Robinson, put In my residence some four years ago is 
giving the best of satisfaction and would not care to do 
without it. It is a powerful heater and saves a great 
deal of wood. 



From George Muir Grand Valley, 

August 21, '88. 
The llilborn Furnace No. 35 Mr. Robinson put in nay 
house last fall has given entire satisfaction, so much so 
that I can cheerfully recommend it to any person re- 
quiring one. It is a first class heater. 



From John Hendry, Grand Valley. 

August 21, 'SS. 

I am pleaded to say that the No. 35 llilborn IIot-Air 
Furnace Mr. K.obir^on put in my house last fall, has 
given me the best satisfaction. It has heated my house 
very economically, and it is better than three stoves and 
verv clean. 



From Thomas Appleyard, Grand Valley. 

April 22, '87. 

After using one of your No. 45 Hilborn Furnaces 
this winter, I have no hesitation in recommending it to 
any one requiring a first class heater. I have had no 
smoke in ihe house, as was invariably the case when 
u-ing stoves, and can get more heat with less wood by 
U>ing votir furnace, mid it is much more duraole. 



From George Muir, Grand Valley. 

August 21, 'SS. 

The Ili'.horn Furnace No. 35 Mr. Robinson put in 
mv house last fall has given entire satisfaction, so much 
so" that I cm cheerfully recommend it to any person re- 
quiring one. It i$ a first class heater. 



From E. R. Bollert, Guelph. 

J une 1 8, 'S8. 

We are verv much pleased with the furnace placed by 
you into our store during the past winter. 
to be a capital and economical heater. 



Ic turns out 



From Robert Simpson, Guelph Tp. 

April 18, 'S7. 

' Having built a new house about two yearsjago, I was 
persuaded to put in a Hilborn Hot- Air Furnace, manu- 
factured bv vou, and I am now in a position to state, 
after a test" of" two winters, that it gives entire satisfac- 
tion. It thoroughly heats the house, and not only 
effects a great saving in fuel, but in labor as well, and 
besides, rough unmarketable wood can be used in it. I 
would not do without it for three times the cost, and I 
can sincerely recommend it to all who may requires 
an economical and efficient heating apparatus. 

From James Galbraith, Guelph. 

February 18, 91. 

r I have much pleasure in informing you that my 
furnace is eiving good satisfaction and after a two years 
M i cc^iderShat my house has been better heated 
than when I had coal stoves and with less trouble and 
coat! I have seen several in the city and they all say 



that your make of furnace is Giving" fifood satisfaction. 



=> ^ 



For mv part I cannot help out recommend it. 



From N. Iliginbotham, Registrar of the County of 

Wellington, Guelph, 

February 21, 91. 

1 am very well pleased with the Hot- Air Furnace you 

put in mv house two years ago. It is simple in con- 
struction, economical in fuel and altogether free from 
gas. 



From Dr. Brock, Guelph. 

January 16, 91. 

Your furnace has been in my house the winters of 
1SS9, 1890 and so far in 1S91 and is giving satisfaction. 



From Judge Chad wick. Guelph. 

January 17, '91. 

This is the third season that the Hot- Air Furnace, 
(Pleasant Home No. 146), that vou put in my house has 
been in use and I have much pleasure in saying that I 
have found it quite satisfactory. It is easily managed 
and I consider it very economical in fuel. It is very 
powerful but we never run it to anything like full 
capacity. 



From T.J. Day, Guelph, 

February 17, '91, 

I have used your No. 146 Pleasant Ho. me Furnaec 
this winter with much satisfaction. It has heated nvy 
store 100x21 and four ware-rooms each 21x60 feet 
with comfort on eleven tons of coal. It is a great 
success and pleases me in every way. 



From J. Hooper, Guelph. 

January iS, '91. 

Having had one of your No. 134 Marvel Furnaces 
in my house this winter I must say it gives me satis- 
faction, warming all my house. It is easily managed 
and free from dust. 



From A. Bruce, Guelph. 

February 18, '91. 
The No. 13S Furnace put in my house last fall has 
given every satisfaction, being easily managed and 
entirely free from gas and dust. It is also very 
economical in fuel. I can cheerfully recommend it 
to any one wanting a first-class furnace. 



From Robert Dowrie, Guelph. 

February 18, '91. 

Having had one of your No. 13S Furnaces in my 
house this winter I must say that it gives me good 
satisfaction. It warms my house thoroughly and gives 
the best of results. It is easily managed and entirely 
fret! from gas and dust. It is verj economical in fuel 
and gives an' equal temperature. 



From James Craig, Guelph. 

February iS, '91. 
The No. 18 Comfort Furnace put in my house thi ft 
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winter U found to be very convenient, free from ga« 
and dust, economical in fuel, and ^ere i* no doubt 
but that il will give satisfaction. 1 can cheerful^ 
recommend it to am one wanting a first clasi furnace. 



From Robert Johnson, (iuelph. 

April :. '91. 



I takegreal pleasure in recommending the furnace 
which I purchased from you as being a first class one 
in ever* respect. It is very economical and gives good 



sp 
satisfaction. 



Prom Shaw .v Grundy, Guelph. 

February iS. r QI. 

We have used your furnace now for two years and 
find it to work rery satisfactory. It heats three flats 

perfectly and consumes very little coal for the.. mount 

of space" it heats. We can heartily recommend it to 
anv one desirous of putting in a new furnace. 



From Wm. Gibson. (Juelph. 

The No. 13S Pleasant Home Furnace put in tl 
house I occupy lias given me every satisfaction, being 
easily managed, entirely free from dust and gas and 
very economical in fuel. 1 can cheerfully recommend 

it to anv one wishing a first class healer. 



From Peter Anderson. Guelph. 

February 10. 'oi. 
This is to certify that your No. 1$ Comfort Furnace 
which von placed in my residence last fall i> giving 

me everv satisfaction and I have much pleasure in 
recommending it to anv one contemplating placing a 
furnace in their house. I am also pleased with the 
satisfactory manner in which you carried out everv 
detail in your agreement with me. 



From J. II. Salter. I lagersville. 

Janurry 17, '9i. 

Your Steel Dome Furnace No. 136 which was 
placed in my house in the fall of 18S8 has since" given 
perfect satisfaction both as to the comfortable way it 
heats mv house and ihe economy of coal used. In the 
coldest -weather it only requires attention twice in 
twenty-four hours and on a mild day or.ee i> sufficient. 
I consider your system of dampers perfect and it is 
with pleasure I recommend it to intending purchaser*. 
In the winter of iSSS, 1889 and 1890 I only used five 
tons of coal each winter and mv house is large having 
eight rooms and a bath room. 



From John Hall, Hamilton. 

June 20, *S8. 

I have much pleasure in bearing testimony to the 
excellency of the Hot- Air Furnace you placed in mv 
house last fall. Its size enabled me to heat the house 
without forcing the lire, and to this I attribute largely 
the economy in the consumption of fuel. Its arrange- 
ments for management are extremely simple, and not 
having had any previous knowledge of this method 
of house warming, I am very much pleased with 
results. 



From fames Smith. Hoot- and Shoe*, Hani-ton. 

April 23, 

I ast fall I purchased a N<>. 35 Hilborn Mot- A*r 
Furnace and had it placed in the cellar b« 
shop, a building H h > 7° feet Aftcr f«8tin« 
f urr l to in • en »hape, 1 can sax that it 1 
fchon thoroughly; at-d is a wonderful improvemen 
the old fashioned heating stoves. One ven 
feature which 1 like is that I can now burn all mj 
,, ither shavii in m\ furnace, without calling l 
leasl odor in the shop. I also find that 1 do not in I 
near iU much wood as when using the heating stcn 

I a m satisfied that bj using the Hilborn Hot- Air 
Furnace the ri6k of fire- are ven much reduced. The 
internal constructions are so arranged that even pari 
can be cleaned perfectly from the outside without the 
least trouble. 



From W. T. Watson, Harrixion. 

April 27. '87. 
The Hilborn Furnace I got from vou rills the bill 
and i> a perfect heater. 



From Robert Foster, Harrow. 

March 10. 'J'H^ 
The Hilborn Mot-Air Furnace which your agen 

Mr. 1). L. Wigle. of Amherstburg. put in mv house 
has given every satisfaction, in fact it has given better 
satisfaction than I expected. 



From James Leslie, See'\ and Treas. of Seh 

Section No. 6, llarwick. 

Feb. iS. 91. 
1 have much pleasure in expressing mv entin 
satisfaction with the Hilbocn Furnace which 1 
purchased from vou last fall. It i> economical in fuel 
labor saving, clean, safe, simple in construction, no 
apt to get out of order, a good ventilator keeping th< 
air in constant circulation, as a heater all that can b« 
desired and when properly set up it cannot be 1 
failure. I can conscientiously recommend it to an 
one. 



From F. E. Couture. Parish Priest, Hawkesbnry, 

Feb. iS. '91. 
I take much pleasure in testifying that the Hilbor 
Wood Furnace which I purchased from vour agen 
for the new Separate School building in Ilawkesbur 
is giving full and entire satisfaction. 



From Arthur Phillips, Rector, Hawkesburv. 

Feb. 21/9L 
After one winter's experience in a house which 
had been impossible to heat with stoves and grate< 
have much pleasure in testifvin to the efficiency < 
Clare Bros. & Co.'s Furnaces. I find it the cheapei 
in construction, it has the advantage of certainitv an| 
is altogether simple in management. It supplies 
constant circulation of warm air and is very econoni 
cal in the use of fuel. I am satisfied with it in ever 
respect. 






From John Phin, Hespeler. 

Jan. 21, 91. 
I have great pleasure in stating that the Woe 
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Furnace you put in m\ house last fall is giving me 
the greatest satisfaction possible and I would not do 

Without it on any account. I consider it much more 

economical regarding fuel and much more cleanly 

than the ordinary mode of heating, particularly when 
space is taken into consideration. In conclusion I 
would just sav that I am well pleased with mine and 
would ad\ ise all those who are contemplating building 

to make provision for either a Coal or a Wood 
Furnace. 



From Donaldson & Carmichael, llillsburg. 

May 28, '86. 
The llilborn Furnace No. 55 placed in our store last 
fall bj you gives us every satisfaction, having far ex- 
ceeded our expectations. We can heat far more space 
with it, and much quicker than we could with stoves, 
using less fuel, besides being much cleaner and less 
trouble. 



From A. H. McKinnon, NT. 1)., llillsburg. 

May 28, S6. 

Messrs. Clare Bros. & Co.'v have placed one of their 
"No. 45 "I IHborn' 1 Wood Furnaces in mv residence 
last fall, and I hereby ceitify that it has fully kept my 
residence comfortably warm at all times at much less 
cost than I could heat it with stoves, saving nothing 
of diminution of labor, cleanliness, etc., etc. I have 
much pleasure in recommending said Furnace to any 
person or persons requiring a good, durable and sub- 
stantial heater, at less cost than they can possibly heat 
the same amount of space otherwise; and as a medical 
man 1 chum it more healthx than stoves. 



From [. S. Campbell, Homing's Mills. 

March 2, '91. 

f am perfectly satisfied with the furnace made by 

.our firm and would recommend it to an y one wish- 
iga rtrst class 1 lot-Air Furnace. It is a- near per- 
feCtion a- p< >ssible. 



From Allan Shay, Huntsville, 

Jan. 28, '91, 
The Wood Furnace that I purchased from you fa 



irjvirtg good satisfaction. 



I t < .in George Hutchison, Muntsville. 

Jan. 16, '91. 

The two furnaces 1 have had from jrou have given 
me entire satisfaction, the larger one, the Hilborn 
heat-- a bouse 34x44 two storej and flowers do well in 
each room, and while I write the thermometor stands 
^ - below /.cro outside khe door. The small one, the 

Maple Leaf ha* just been put in a smaller house and 

i« giving good satisfaction. I cheerfully recommend 
!h ~V furnacei to anv one requiring such. 

From Josepfl Charleton, Ilderton. 

Jan. 28, r Qi. 

j beg to inform v(,u (hA[ the furnace P ut in bv vour 

kgent three v ears ago continues to give e ntire satis- 

factlOfl lo the trustees and congregation of the Mctlio- 
,l»t Church near riderton. We can heartily reco.n- 

■ ., iui the No. 55 Hilborn Wood Furnace manufactured 






bv vour firm to all parties desiring solid comfort and 
satisfaction. 



From Rev. \\\ S. Ball, Ilderton. 

Jan 24, 'or. 

I am now using for the second year one of Clare's 
Pleasant Home No. 134 Low Radiator Furnaces and 
am of tlae opinion that it is perfect in every respect 
and confidently recommend it to intending purchasers. 



From S. J. Chats worth v. Ilderton. 

Jan. 23, '91; 

The No. 35 llilborn Furnace which your agent 
placed in my residence last fall has given entire satis- 
faction. I can cheerfullv recommend an \ one requir- 
ing a furnace bo purchase from yon. 



From F. Paisley, Ilderton. 

January, 26, '91. 

The Hilborn Furnace No. 35 which your agent put 
in last fall is giving every satisfaction and I am well 
pleased with it and the quantity of wood required to 
heat the house. 



From 8. W. Pais lev, Ilderton. 

January 24, *9*. 

The llilborn Wood Furnace No. 45 which your 
agent put in my house some time ago is giving every 
satisfaction. Thud to move it last fall when I enlarged 
mv store and I found it practically as good as when it 
was put in. It is now heating my store, 40 x 26, two 
storeys high and dwelling house attached very com- 
fortablv in fact I have no idea how much the same 
furnace will heat I can cheerfully receommend your 
furnace to anyone intending to purchase. 



From 1L II. Ross, Iroquois. 

. Ma;- 3, '88. 

The furnace No. 146, put in mv house by C. E. 
K.eeler, has proved satisfactory. ll> heating powers 
arc undoubtedly good, and with proper management 
the consumption of coal can be so regulated as to 
satisfy the most exacting on this important Item in 

domestic economy. 



From Mrs. D. Bow en, Iroquois. 

June 7, ! SS. 

With much pleasure I beg to state that the No. 146, 
%> Pleasant Home" Furnace placed in my hotel last fall 
bv C E. Keeler, is in every way satisfactory. Although 
the past winter has been an unusually severe one, I 
have had no difficulty whatever in thoroughly heating 
mv house. I found it \er\ economical in fuel, no 
smell from gas and no more trouble to manage than 
an ordinary coal stove. 



From T. S. Edwards, Iroquois. 

March 20, '91. 

This is to certify that I have used since November 
[889 One of your No. 13S Pleasant Home Furnaces 
a id it has given me every satisfaction, it is all your 
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agent Mr. Keeler, claimed it to be. I told Mr. Keeler 
thatifthe furnace did not give satisfaction I would 
condemn it publicly, on the other hand if it gave 
satisfaction I Mould give mv testimony- Notv 1 ; 



am 



well pleaded with it in every way and any informaiion 
required will be cheerfully given by me. 



trom^Wm. G. Merkly, Iroquois. 

June 2, "88. 

It affords me pleasurte to state that the 138 P. H. 

Furnace, manufactured hy Clare Bros., Preston, and 
placed in my house last fall by C. E. Keeler, has in 
every way given the utmost satisfaction. If all the 
parties for whom you have placed furnaces are as well 
pleased as myself I feel sure you may expect a large 
increase in sales by another season. 



From J. Stephenson, M. D., Iroquois. 

April I&S8. 

I have much pleasure in stating that the self-feeding 
furnace, placed by C. E. KeeleV in our house, one 
year ago, has given us entire satisfaction, requiring 
but little time or care in attendance, being a good heater 
and economical in fuel. 



From the Church Wardens of St. John's Church, 

Iroquois. 

June 30, '88. 
We, the Church Wardens of St. John's Church, 
Iroquois, beg leave to state that the furnace placed bv 
C. E. Keeler in St. John's Church, last year has proved 
most satisfactory, being a good heater and economical 
in fuel. 

Arthur Patten. 
J. II. Ross. 

From Chas. II. Stacey, Iroquois. 

March 1*, 'o>i. 
The No. 35 Hilborn furnace placed in mv house by 
your agent, Mr.C.E. Keeler has given me perfect 
satisfaction in every respect. 

From T. Kufe, Iroquois. 

March 24, * 9 r. 
I purchased one? of your No. 134 Marvel Furnaces 
to years ago and it gives me perfect satisfaction in 
everyway. I cheerfully recommend this furnace as 
one of the best on the market. 



From Chas. Z. Skinner, Iroquois. 

March 11, V>r. 
The No. 43 Hilborn furnace purchased from your 
agent has proved satisfactory. I can and do most 
heartily recommend it. The mvsterv now is how can 
any farmer think of doing" without one. 



From T. H. Ross, Iroquois. 

March 19, '91. 
Threeyears ago I purchased a No. 45 Hilborn Wood 
Furnace from your agent and I take pleasure in stat- 
ing that it heats my dwelling and store very comfort- 
ably and I consider it a very durable furnace. It is 
very easily managed and t he roughest kind of wood 

can be u*ed wi'b advantage. 



From Alva Brouse, Iroquois. 

March ii, 91. 
I am highly delighted with the No. 35 Hilborn fu 
nace which I purchased from you. I cannot speak to 
well of it and hope you will have a large increase i 
sales bv another season. 



A-rom John N. Tuttle, Iroquois. 

March 21, '91. 
This is to certify that I purchased a Marvel fumac 
No. 138 of your dealer C. E. Keeler and I have used 
this winter and it has given me entire satisfaction i 
every respect. 

From Matthew Redmond, Iroquois. 

March 11, '91. 
This is to certify that I am highly delighted wit 
the No. 35* Hilborn furnace placed in my house tw 
winters ago. It is very clean, easily managed and i 
fact everything that can be desired. 



From P. Shaver, Iroquois- 
March 11, '91. 
Along with the many others who have preceede 
me I cheerfully add my testimony as to the merits c 
your every excellent Hilborn furnace. I would advis 
all farmers to have one placed in their house. 



From Duncan Macdonell, Iroquois. 

March 5, '91 
It affords me very great pleasure to be able to testif 
to the merits of your No. 53 Hilborn furnace place 
in my house by your agent. I have no hesitatio 
whatever in saying that I really consider it the bes 
wood furnace in the market. It has given me th 
most unbounded satisfaction and I thoroughly recon 
mend it to any person ruquiring a first-class fiirnaci 



From N. Gallenger, Builder, Iroquois. 

• 

February 2i y '91, 
I have now been using your furnace for three year 
and find it satisfactory in every respect. It is agres 
saving in fuel and as to heating capacity it has 1.0 equa 



From C. E. Bobson, Contractor. Iroquois. 

March 2, '91. 
The furnace which I purchased from your firm ha 
given good satisfaction. It is very easy 'managed an 
economical in fuel. This winter has been verv sever 
and my house is very Large, I heat eleven rooms an 
expect to get through this winter with about 6 tons r 
coal and the house has been comfortably warm all th 
time. I have no hesitation in recommending it to am 
one in want of a first-class furnace. 



From Jas. Tindale & Son, [roquois. 

February 27, 91. 
We are more than pleased with the satisfaction w 
have had with your No. 138 Marvel Furnace. Wi 
did not think it possible to heat so large a space wit! 
so small a furnace. Our shop is 60 v'15, two storiefi 
In our old shop with not over half the space to hea 
we used eight tons of coal in two stoves and it w:i 



% 



a t PRESTON , ONTAI\ioB 



-71 — 

OUR FURNACE BOOK. 




Impossible to keep warm. Now we only 
of coal and arc comfortable all the time. 



use >i\ tonN 



Prom C. E. Cameron, Iroquois. 

Februarj si, 'gi, 

I have much pleasure in Stating that the No. 134 
Coal Furnace which I purchased from you last fall has 
given me th.i best of satisfaction. I can burn either 
coal or wood with equal results. 



From C E. Hepburn, Iroquois. 

June 15, '8g. 
In answer to vour enquiry in regard to furnace, I 
mav say, that it has given great satisfaction. My 
store and dwelling having very high ceilings, 12 and 
1 1 feet, I have found no trouble in keeping them warm, 
and I rind it very easy to run and economical on fuel. 
I can heartily recommend it to anyone desiring to 
place a satisfactory furnace in either "store or dwelling. 



From II. C. Webb, Kettlebv. 

March 2, 91. 
The Hilborn Hot-Air Furnace placed in our house 
a year ago has done all that you claimed for it and gives 
me entire satisfaction We can heat our house thor- 
oughly much quicker and with less wood than we 
could with stoves and can confidently recommend 
your furnace to the public. 



From John Scott, Killean. 

February 14, 91. 
I have much pleasure in stating that I am pleased 
with the furnace which you put in my residence. It 
gives entire satisfaction and I would not be without it 
on anv account. 



From T.J. Norman, M. I)., King. 

February 4, \ji. 
Having used one of vour furnaces this last winter I 
am pleased to say that it has given me good satisfac- 
tion. The putting in of tho furnace was first-class and 
I would cheerfully recommend the Clare Bros, fur- 
nace to all intending purchasers. 



From Trustees Kinkora School, Perth County. 

February 27, 91. 

We, the undersigned have bought one of your fur- 
naces for our school under condition to pay for it when 
thoroughly tested. As this has now been done we 
can cheerfully recommend it as a great saving of fuel 
over the old mode of heating schools with stoves. 

Thomas Kelly. 

Pa ikk k FiNNEGAN. 



From Samuel Doupe, Kirk ton. 

January 20, '91. 
I have much pleasure in stating that I am pleased 
in ever* respect with the furnace I purchased from 
umr firm and shall always cheerfully recommend 
ich to any one desirous of obtaining a good furnace. 
It has heated my house to my entire satisfaction. Its 
Simplicity of construction, economy of fuel and 

cleanliness should recommend it to any one requiring 
a heater. 



From J. R. Fraser, M. D., Lakefield. 

Feb. 25, 'yi, 

I have much pleasure in testifying to the 'great 
heating power of the furnace purchased from your firm 
in iSSS. It has given perfect satisfaction, keeping both 
house and offices very comsortable at all times. It is 
easily managed, not extravagant upon coal and up to the 
present time has cost me nothing for repairs. 



From Madill Bros., Lakefield. 

January 20, "91. 

We beg to advise you that the two furnaces purchased 
from you in iSSS are giving entire satisfaction and are 
proving all that you recommend them to do. 



From S. Sheldrake, Lakefield. 

January 19, '91. 

I have much pleasure in saying that the furnace with 
which you supplied me has heated my house in a most 
satisfactory manner and I may add' that my house 
owing to its shape and size has fairly tested the' heating 
capacity of the furnace. 






From D.J. McLennan, Lancaster. 

February 26, '91. 
The No. 43 Hilborn Mot- Air Furnace^placed in my 
house in 1SS9 has heated mv house very satisfactorily. 
I can safely recommend it to any one as a good heater". 



From John P. Snider, Lancaster. 

February 20, '91. 

I have used the Hilborn Furnace which I purchased 
from your agent here, Mr. Neil McGilles, since Dec, 
1SS9, and am particularly well pleased with it.K| During 
the winter I heated my house very comfortably on less 
than six cords of wood. It is easily managed and re- 
quires very .little attention. I would not do without 
vour furnace under anv consideration. 



From Ex-Church Wardens of St. Paul's 

Lindsay, 



Church, 



May 23, '87. 

We have much pleasure in stating that the furnaces 
you put in St. Paul's Church, Lindsay, (two "Hilborn" 
Wood Furnaces) have given good Satisfaction. Last 
winter was a very severe one, but there never was any 

difficulty in heating the church.* l ~ 



Adam Hudspeth, > ~ Tlx . 
Robert Bryans, t Ex-Wardens. 



From Adam Hudspeth, Chairman B. of E M Lindsay. 

May 23, 'Sy. 
The Hilborn Wood Furnaces placed by you in the 
North Ward School and my office, have proven satis- 
factory. 



From I. H. Rolls, Listowel, 

January 15, \;i. 
Four years ago I put into my hotel two of your 
No. 55 Hilborn Furnaces. I may state that I did not 
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expect that it would be possible to beat my bouse 
with two furnace, it being 150 feet long and 42 feet 

wide and four stories high, containing about 250,000 
cubic feet, but on being guaranteed that thev would 
heat my house satisfactorily to myself or be removed 
at your own expense I at 'last was persuaded to allow 
you to put them in. Now after four years trial I am 
pleased to sav that thev have at all times heated my 
house satisfactorily and thoroughly and it has often been 
Mated by the travelling public that there is no hotel in 
Western Ontario that is more comfortably heated. 
What has always surprised me most is that they heat 
my house with "so very little fuel and I think that the 
saving in wood alone has more than paid for the invest- 
ment. The furnaces are as good as the dav they were 
put in and I am satisfied that they will last a great man v 
vears vet before bein^ burnt out. 



From E. Z. Yerex, Little Britain. 

January 23i '91. 

As I have had the privilege of testing your furnace in 
two different places, one which I bought from you and 
put in the building myself the other was already in the 
building which I have since purchased. In both cases 
furnaces are working well. It is beyond all doubt the 
easiest, cheapest and cleanest wav of heating. The house 
is always kept warm and there is an even temperature 
day and night. My tire has not been out for three 
months. I can use cheaper wood, less work in firing, 
no blacking* stoves, no danger from fire if properly put 
in. In conclusion I would say by all means put in a 
furnace and from mv experience I cannot hesitate to 
recommend the furnaces made bv your firm. If I were 
getting another furnace I would get one from you. 



From E. Sibbald, Rector, Llovdtown. 



23. 'SS. 



April 

During the past winter the Rectory has been heated 
by the No. 13S Pleasant Home with Low Radiator, 
manufactured by Messrs. Clare Bros. cV Co.. of Preston, 
and purchased from A. Doig, of Bolton. We find it in 
■every respect satisfactory and economical. 



From A. II. Smith. 346 St. James Street, London. 

April 163 '91. 

The furnace which your agents, Messrs. Wm. 
Steve!}' & Son, put in my house in the fall of 1889 has 
given e\L-vy satisfaction. It is easily managed and I 
think it will piove lo be durable. J alsothilik it is very 

economical. 



From J. Smith, Rector Christ Church, London. 

April 15, '91. 

I have pleasure in testifying to the good qualities oi 
your furnace which I have used in my house for the 
past four year.-. I have found it satisfactory in all 
respects. 



From Alex. Fraser, London. 

April 13, \ji. 

This is to certify that the furnace which your agent 
Mr. Steveley of this city placed in my house is giving 
entire satisfaction. It gives us plenty of heatlind is 
easily regulated. The c msumption of' fuel is as light 
as could be expected. 



From Edmund Weld, Solicitor, Londoi 

February 27. 

I most willingly express my satisfaction wjtl 
nace purchased from you last fall, being your P '. 
Home, low radiator, No. 138. It is economical 
consumption of coal and is easily managed. Th 
is agreeable, the atmosphere in the house being p 
ted from becoming dry by a free evaporation fro 
hot water pan. I think the low radiator princij: 
most excellent one. 



From F. W. Stewart, Lyons Head. 

July 21, 

After having used the llilborn Furnace in my 
the past severe winter, I can conscientiously r 
mend it to the public. No one could have com 
me before trying it, that it would have done the v 
has. My house has been thoroughly heated durii 
coldest weather, and I am well satisfied with n 
vestment. 



From A. McDougall, Maxville. 

May i, I 

I have much pleasure in stating that the Hilbor 
Air Furnace, Manufactured by Messrs. Clare B 
Co., of Preston, and purchased from A. Doig la 
has more than realized my expectations and bor 
your representations in every particular, giving 1 
tire satisfaction. Its simplicity of construction, ecr 
in fuel and cleanliness should recommend it U 
person requiring a heater. 






From John Brown, Madoc. 

March 18, 

The llilborn Wood Furnace which your a 
Messrs. M. W. Connor & Co., placed in my house 
wars ago, has given me every satisfaction, and 
one desiring a good heater I would highly recoir 
them to purchase a furnace of your make. 






From John Taylor, Madoc. I 

February 24, 

The two llilborn Wood Furnaces, which yotir 
placed in the Madoc Model School, have given th 

of satisfaction, boih as to their heating capaci 
economy of fuel. I hope this recommendation v 
the means of placing others. 



From Svdmer Ross. Madoc. 

March l 

Over six years ago I purchased one of your H 
M ood Furnaces and it has always given good sa a 
lion. If at any time 1 have occasion to put in arfl 
furnace I will certainly take one of vour make. 






From J. C. Dale, Madoc. 

March 19, 

I hftve been using your llilborn Furnace for thti 
five years and it has" given good satisfaction, in 1 
think it is the best wood furnace made. 
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From John R.<)n\ Publisher ♦'Review," Mfcdoc. 

March [9, 91. 

The 1 tilhom Wood Furnace, which your agents, 
Messrs. Connor & Co., put in my residence last \ car, 
has given pood satisfaction. I can cheerfully recom- 
mend it to intending purchasers. 



From Richard Golden, Maiden. 

February -4, '91. 

I am happy to sav that the furnace which I purchased 
from vou a ^ ear ago last November, is everything that 
is claimed for it. I am very much pleased with it in 
everv wav. 



From S. Hill, Markdale. 

February 17/91. 

I have much pleasure in stating that the Hilborn Hot 
Air Furnace put in my house bv vour agent has given 
me entire satisfaction, heating my store and dwelling 
thoroughly during the coldest weather this winter. It 
is easily managed and very economical. I cheerfully 
recommend the Hilborn Furnaces to anyone in want 
of a first-class heater. 



From W. I. MacFarland. Markdale. 

* 

February 14, '91. 

I purchased oue of vour wood furnaces this winter, 
and find it all it was represented to be. It heats my 
store comfortably in the coldest weather and gives me 
the createst satisfaction, in fact I would not he without 
it for double the cost. 



From Wm. Heath, Markdale. 

February 21, '91. 

The Hilborn Furnace, which your agent, Mr. J. E. 
Trelford of this town, put in my residence last fall, is 
giving me eniire satisfaction. I have much pleasure in 
recommending -\n\ person requiring a furnace to buy 
one from \ our firm. 



Vron\ W. C. Inglehart, Merlon. 

January 22, 'or. 

E take great pleasure in informing you that m v fur- 
nace gives entire satisfaction. My furnace heats about 
20,000 cubic feet Of space, and about half that space 
is kept at a uniform temperature of 65 degrees, the 
Bleeping rooms are kept a little lower in temperature. 

Last winter! iwed seven tons of veal and I think the 
same quantity will be sufficient this winter. 



From John F. Lynett, of St. Margaret's Presbytery, 

Midland. 

August 4, 'SS. 

Last rear Mr. C. M. Peters placed a No. 65 Hilborn 

Wood Furnace in mv house. I put it to a thorough 
test, each dav noting 'carefully the temperature in dif- 
ferent parts of the house, also measuring the quantity of 
wood consumed. lam prepared to say that the fur- 
nace has exceeded mv expectations and accomplished 
even more than your agent claimed it would. 1 he 
house, containing "20,000 cubic feet, was thoroughly and 
economically heated. Let the following actual test 



figures speak for themselves: From Janua'T 19 th to 
3,1st the average temperature was 12 below zero, vary- 
ing from 2 to*~ 28 below, with high winds, while the, 
house in all parts was easily kept up to 68 degrees on 

the consumption of 1 3 5 cords of wood - From Febru ' 
arv 1 st to 7th, while it averaged 12 degrees above zero, 
the temperature was kept up on 2-$ of a cord. I would 
add, that bv properlv attending to the fire on retiring, 
the house can be kept comfortably heated through the 
night, with sufficient wood left in the furnace to start 
fire in the morning. 



From W. G. Murphy, Mitchell. 

March 20, '91. 

This is to certify that the no 13S Pleasant Home Fur- 
nace which I purchased from your agent, W. G. Wills, 
has given me every satisfaction, and I have much pleas- 
ure in recommending it to any one in need of a good 
furnace. 



From W. G. Wills. Mitchell. 

April 29, '91. 

It is now about four years since I became agent for 
vour justlv celebrated Tine of Coal and Wood Furnaces 
and the longer I handle them the better pleased I am 
and the easier it is to sell them. Your Hilborn wood 
burning furnace is being recommended by the School 
Inspectors as giving the'best general results of any fur- 
nace in the market During the last three years I have 
taken out several wood furnaces of other make and re- 
placed them with the -Hilborn" with very satisfactory 
results. From what I have seen of other furnaces I 
consider your line of coal and wood furnaces for general 
efficiency, price and durability to be the best yet offered 
to the public. 

* 

From W. R. Davis, Mitchell. 

March 4, '91 . 

The No. 13S Marvel Furnace which your agent, Mr. 
\V. G. Wills placed in my residence last fall" I beleive 
to be the best furnace in the market. I would not take 
$500,00 for it if I could not replace it with another of 
vour make. I never knew what comfort was in the 
winter ,-eason until I used vour furnace. 



From Ford & Murphv, Mitchell. 

March 29, '91, 
The No. i v >S Pleasant Home Furnace which vour 
a<*ent Mr. W. G. Wills put in my residence in iSSShas 
given entire satisfaction also the "No. 65 Hilborn Wood 
Furnace which vou placed in our store is working like 
a charm and heats the building which is 24 x lOO thor- 
oughly. 



From R. VV. lhuiburt, Mitchell. 

March 20, '91. 

The No. 55 Hilborn furnace which your agent Mr. 
W. G. Wills put in my residence in 1886 has proved in 
every way very satisfactory. The house which is per- 
haps the largest private residence in town is easily and 
thoroughly Warmed at a moderate cost for fuel and 
with no armovance from smoke or any other cause. I 
had some property in town in which I had some other 
furnace and the tenants were always complaining of 
smoke and cold and I replaced them with your furnaces 
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and I have not had a complaint since and there has been 
a laige saving in fuel. 






From A. Bun-Its, Mitchell. 

, March 28, '91. 

nin h ^. Xa f 3 8 Pleasant Home Furnace which was 
placed ,n my residence in 188S has given entire satisfe* 
coal'. Itheatsm ^ v ^ge house easily with five ton of 



From L. W. Howard, Manager Molson Bank, Morris- 
burg. 

_ April 28, '87. 

I have no hesitation in saving that the 152 Steel Dome 
Fur nace furnished by Messrs. Clare Bros & Co to me 
has t P^editeelfa success, and has accomplished at' 
that .as promised by their a^ent, Mr. Moffat", this fur 

sxra a b f ding wwch was ^ ^w 

neateo by four large base burner stoves. * 



From F. B. Taber, Morton. 
T . ... March 10, '91. 

From John Graham, Mount Albert. 

heats my house thorough!" and I take n! ' 3 - """• " 
-ending it to the geneWptTblic. PleaSUPe '" rccom - 



Fron. Edward Brooks, Mount Albert. 

^ cheers, "s-iais --s-ssaj- 



From John Ross, Mt. Forest. 

I purchased one of vour \o *c Hllh«. ^7^ l5, SS - 
fall from vour agent here Mr \ » i,lboir ' f » rn ^> l*M 
pleasure in recomn Vend inuii « " ^ huVC much 

^-andecon^icaTt^ 

nas been heated comfortahU th * . a laige one, 



From W. Roberto, Queens Hotel Mt Forest. 

r , , February 16. Yw 

I have much pleasure in stating that the No -in 
born Wood Furnace put in the Queens Hotel bv\i 
agent has given entire satisfaction and I ! r } 



From H. -Stevenson, Mt. Forest. 

February 16, '91. 
It affords me much pleasure to be able to state that 
he No 35 Hi born Wood Furnace put in my sktm 
house of which I am occupant has given us the very 
best results and en fne satisfaction. 



From J. Corley Mt. Forest. 

February 17, ' OI . 

in J'T' mU l P aSUrei ?, Sa - vin ^ tha t the furnace put 
in mj house has proven all that you said of it and I hive 

no Juration in recommending the Hilborn furnace to 
anvone wanting a first-class and economical heater 



From W. C. Perry, Mount Forest. 

• February 16, '91. 

I have much pleasure in stating that the No. 4 c Mil- 
born Furnace wh.cn I purchased from your agent Mr 
Noonan, has given me entire satisfaction and is fully un 

to what you represent it. - P 



From Albert Welton, Mount Forest. 

[une 5, '88. 
I an. so well pleased with the No. 33 Hilborn Furnace 
u chased from your agent, Mr. Noonan, that I have 
" h, T, an ° rder for anot her, for a new house I am 
building this summer to rent.) I heated my house last 
wmt er comfortably much better than I could have done 
with stoves and kept account of the wood I burnt IS 
was only „ cords of uvo feet wood. You wil se i more 
furnaces in my neighborhood this fall. 



• From H. L.Cook, Napanee. 

,r . , A P"l 19. '87- 

I have much pleasure in testifying to the efficiency of 
vour furnace which you put in my Souse last fa] I }£ 

-o^herewl "*" and ?™ *° od ^isfacdon^ 
Qare Bros i^ r ^ommend the furnace of Messrs. 

th5r «S •" , tf> m y one who nia V desire to heat 

then premises \wth hot air. J 



From Robert L. McDonald, Teacher, Newborn' P S 

Newboro'. 



ess SSraSS *&*=; 

tinn \ t 1 v Co - has given entire sat isfac- 

clea n n„es" g an~^ lalo™ 8 "" 1 '° ^ "' heatin * 



Prom Ilenrv Wendling, New Get- 



man v. 



This 

Furn 



;: ce 



Dec. 26, '90, 
to Vr % '''"'" ' hf "' e ,ested the C!a« 

,IJ i\- ^. Separate School V/i r -> i* u 

f vt " 6°°? Mbfcetton for , "',« 3 -, '''m 
recommend euM *. "»rcc jears. j would 

-d p U .,iteb„ik Jr ci x,'" r sthoois ' church « 

ate a grea ^v "f X U J iV"'" ««"■■' »'«'- and 

ordinal 8tove wo J§ £, te u Scd C!leaper WO ° d ,hi ' n *■ 



A.^i 



H 
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From Rev. Father Foerster, New Germany, 

Feb. 13. 91. 

The two Wood Furnaces which you placed incur 
church give entire satisfaction to the whole congrega- 
tion. Thev heat the church down to the floor, ;ind the 
church is 120x50 feet inside measure and over 40 feet 
high. 



From Joshua. Willson, Newmarket. 

March 12, '91. 

I have been using one of your No. 35 Hilborn Fur- 
naces for Ave years and it has given me entire satisfac- 
tion both as regards heating capacity and consumption 
of fuel. I cheerfully recommend this furnace to any 
one desirous of getting a first class heater. It has not 
yet cost us a cent for repairs. 



From Trustees Presbyterian Church, Nicolston. 

March 24, '91. 

The No. 45 Hilborn Wood Furnace which your agent 
Mr. Cain placed in our church last fall has given entire 
satisfaction, beating the church thoroughly during the 
coldest weather. We consider we can heat the building 
much quicker and with less wood than with stoves. For 
cleanliness, ease of management and evenness of distri- 
buting heat we consider it the best method of heating. 
To all in need of a furnace we would recommend the 
Hilborn to be the best in the market. 

,-, . \ Samuel Rogers, 

Committee: - ^ m- , 

I Charles \\ ilson. 



From Robert Kennedy, Nohleton. 

May 2, 'SS. 

The Hilborn Furnace purchased from A. Doig last 
fall has given me perfect satisfaction during the past 
winter.and I can cheerfully recommend it to any person 
wanting a clean, economical wood heater. 



From C Dake, Norwich. 

Jan. 14, '91. 

I find your furnaces satisfactory in every respect and 
are very much pleased with them. 



From A. T. David, Norwich. 

Feh. 37, '91. 

The Hilborn Furnace used in my house the past two 
winter has given entire satisfaction. I consider it a first 
cia*s furnace in everv respect. 



From J. V. Magee, Norwich. 

Feb. 6, 91, 

The furnace I purchased fn.m you has given the 
grrftlCKt satisfaction. My house i-> large but the furnace 
keeps it verv warm so much so that we have to keep 
the drafts closed iim-i of the lime. Some of my plants 
are in a room upstairs and during the severe wealher 
this week they have not been touched with the frost. A 
large number of people have hern here to see the 
furnace and I have taken all the pains possible to make 
sales for vou, every One seems very much pleased with 
the furnace and I have much pleasure in recommending 
them to any one intending purchasing. 



From J. Davidson, Norwood. 

March 19, '91. 
I have used one of your furnaces for the last three 
years and have pleasure in certify ing that it has given 
entire satisfaction. 



From R. W. Walters & Son, Norwood. 

• 

March 19, '91. 
This is to certify that we have one of your No. 45 
Hilborn Furnaces in our store and it is giving us the 
best of satisfaction. We would recommend it to any 
person requiring a first class furnace, 



From George W. Ford, Norwood. 

March iS, '91. 
This is to certify that I have used one of your Hil- 
born Furnaces for the past three years and it gives 
entire satisfaction. It does not consume much wood 
and gives a very powerful heat. 



From Abraham Westbroak, Oakland. 

January 24, '91. 
I have used two of the Hilborn Furnaces — one in my 
house and one for evaporating apples, and they have 
both given me good satisfaction, and I can recommend 
them to all intending purchasers for durability, simpli- 
city and economony. It is the proper and best way of 
heating a house that I have found, and I have used 
various wavs. 



From Chas. A. Bradbury, Oakville. 

February 26, '91. 
It gives me great pleasure to be in a position to for- 
ward vou a favorable testimonial respecting your fur- 
nace. " In the fall of 1SS7 I purchased one of your 
Pleasant Home Furnace-, and after giving it a fair trial 
for over three years, I can only come to one conclusion, 
that it is a grand heater and very economical. It is 
doing the work of five stoves, and I have never yet used 
over eight tons of coal. Everv verson who has your 
make of furnace in this town speak very highly of them. 



From Hogg- Bros., Oak wood. 

January 21, '91 . 
The wood furnace which you put in for us two years 
ago has been giving the best of satisfaction. We have 
no difficulty whatever in healing our building in the 
coldest kind of weather. We can highly recommend 
your Hilborn wood furnace as a first-class heater in 
everv respect. 

From T. MacAdam, Orangevitle. 

July 24, '88. 
I have very much pleasure in recommending your 
Hilborn, wood furnace, having two of them in use, one 
in my sore and one in my dwelling, both of which give 
the greatest satisfaction. I have found ihem to he a 
great saving of fuel i\n<\ would not be without llum for 
twice their cost. 



Frcm John Green. ( )rangevil!e. 

June 20, '88, 
I have one of your furnaces in my dwelling, which we 
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have used for the past two rears, and it gives us good 
•^tisfaetion. " ° b 



From B. McNichol, Orangeville. 

June 20, '88. 

«rffi. W * ted mv d ^"'ngfor the past two winters 
wnn one of your Xo. 3s Hilborn wood furnaces. Mv 
nouse has been comfortably heated at a cost that has 
3E?5?5 , - Vsur P r i sed m ?« and I have pleasure in saving 

mnreH SSaUSfied me in every particular, doing even 
moie than you represented. e 



From S. Donner, Orangeville. 

lune 20, \XS. 

on! wS H » d u"f u f • OUr fllrnaces ^ W for two wa* 
TtorVv k -^ J htttod "V store and dwelling, a three 

thekLh ^ 65 ; ai « thfeon, - v stove in u^ being in 

ca nK" an , U f ^lusively forculiinarv purposes. 

•our fnri a ' y , hat d , Uring that P eri ° d of li " ie < ^und 



From H. Endacott, of Elliott & Endacott, Orangeville. 
i Ma ^ 5» '87. 

Um2L?l "l?* 1 " Statin £ that I have had one of vour 
SX W °? d fllmaces in use in *y dwelling house 

At on! nnrh PaSt ? nter ' and that jt exceeded mfexpec 

tationb both as- a heater and economizer of fuel ' 



From Marshall Green. Orangeville. 



June 20, '88. 

™' 7 rfy««r furnace, I can'say tnlt fee found 
* to work, and to h ca t the house to our satisfaction " 



Having had in use in my dwelling, for the pa^t'two 





From Gilchrist and Kent, Orangeville. 









From George A. Cobean, Or; 



angeville. 



From John McCosh. Orill 



ia. 



71 it* January 27 Vn 

I have had a large sized Hilborn Furnace' 1*1 - 

my residence for the last three pears and L 55, ? 
pleasure in statin" that it hnc <„,- . have muc h 

heating so ,„e eight rooms wST^ ™ en &f satisfaction 
fuel. °The «i„fplic~o \ ^^rZiT^ T° Unt oi 



amount of heat produced should recommend i 
public. 



From W. J J. Croker, Orillia. 

fanuarv zi 

The Pleasant Home Furnace of your make 

you put in mv residence two vears ago is-givine 

satisfaction and i.s very economical in the cos 

sumed. 



From E. B. Alport, Orillia. 

February r 
I beg to state that the Pleasant Home coal f, 
which you put into my house in the fall of i8< 
given enure satisfaction, both as to consumption J 
and heating capacity. I have no trouble in the c 
weather to keep my house quite warm and I st . 
recommend this furnace over anv other 



From R.J. & T. 11. Drinkuater, Orillia. 

September 27, 
The Hilborn Furnace put in for us last fall 

hoo^h? H°v has given the *« of «•«- 

tho.oughly heating ,2 rooms and a good size<, 
during the coldest weather. * 



From John Currie, Oshawa. 

. February 20, 

agues me great pleasure to say 1 hat the \, 
Marvel Furnace placed in mv house in October 
by vour agent.s, Everson & Hawkins, of thi' n ac 
given every satisfaction. It is verv economicali 
and^sily ^anaged. I would recommend™"^ 



From C Gagne, Ottawa. j 

1 1 March 14, 1 

I take much pleasure in certifying that the N 

Marvel Furnace which was placed in mv reader 1 

Wellington Street, bv vouraUnt has rfven tl,7fl 

^faction and , can I.eaniU • '^o^nd'ft I 1 



From Edward Plavter. M. I).. Ottawa. 

In replv to vour question as to how I l'ike"thV 
-n« Home Furnace which I bought from you 1. 
Ihave much peasure in stating^. I jgi i™£ 

«£*£ 2«rS, -SSi at "J 



From II. SraitJi, Ottawa. 

T , , February 21, 

The furnace which 1 bou 3 ht from ' a 



MS 



^ril* -i 
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Messrs. Butterworth & Co., of this city, and which was 
put in for me this season has given me great satisfaction 
and I can heartih recommend it to anyone in want of 
a first-class heating apparatus. 



From Thos, CJilmour, Ottawa. 

February 24, '91. 

In September last I gave your agents here an order 
for a No. 138 furnace and it has given me every saiis- 
f action. It is free from dust and ashes and I am satis- 
fied with it in everv way. 



From John Bush, Ottawa. 

February, 25, 'oi. 

I have much pleasure in stating that the furnace 

which I purcha-ed from your agents last fall has given 

me entire satisfaction in every particular. In fact it 

works like a charm. I cannot recommend it too highly. 

From Wm. Langford, Ottawa. 

March 2, \ji. 

I purchased a Marvel Furnace from your agents, 
Messrs. Butterworth & Co., and tested it thoroughly this 
winter and it gives me entire satisfaction with either 
wood or coal. I find it economical with fuel, having 
onlv used four tons of coal and about three cords of 
wood, and could recommend it to any person. 



From W. D.CTBribk, Ottawa. 

February 26, '91. 

I beg to say that the furnace you put in my house last 
fall has proved a big and satisfy ctory success. It is very 
economical in fuel, a quick and powerful heater, and for 
solid comfort there is nothing like it. Should you wish 
to show any person how it works, my cellar is always at 
your disposal. 



From Tiios. J. Skaton, Ottawa. 

January 20, '90. 
I hare mueh pleasure in stating that the furnace of 
vour make, put in about three years ago, has been giv- 
ing entire satisfaction, heating a large store and dwell- 
ing in the very best manner. 



From H. Brough, Ottawa. 

March 3, '91. 

I have much pleasure in recommending your 13S 
Marvel Hot Air Furnace, which you placed in my 
house, No. 291 Sparks St , last autumn, has given me 
entire satisfaction. No difficulty has been found in 
managing the furnace and the house has been comfort- 
ably and uniformly heated throughout. I may say 
further that the undoubted! v great heating capacity of 
the furnace appears to me to be combined with great 
economy of fuel. 

" From R. II. Pounder, Ottawa. 

December 3, 'S9. 

I have much pleasure in stating that I am well pleased 
with the No. 146 Marvel Furnace, which I purchased 
from vour firm. Its construction indicates it a great 
economizer of fuel, and I was surprized at the small 



quantity of coal it consumed in giving a large amount 
of •heat. It heats my hotel of 52 rooms, thoroughly and 
equally, and my guests are loud in its praise, "l can 
heartily reccommend it. 



From J. M. Bailiff, Ottawa. 

February 4, \ji. 

The Pleasant Home Hot Air Furnace vou put into 
my house has given me so much satisfaction that I 
think it right to inform you of the fact. I find a great 
saving in the consumption of fuel. Although it has 
been a very cold winter I have had my house better 
heated than I ever had, and I calculate to save consider- 
able coal. It is easily regulated and does away with the 

labor and dust of stove6. I have advised many of mv 

friends to get a furnace of your make, and shall continue 
to do so, as I find them well adapted for the purpose 
they are made for. They give a comfortable and pleas- 
ant heat throughout the whole house night and day. 



From Francis Abbott, Ottawa. 

February 26, '91 . 



I am glad to say that the furnace which your agents r 
Messrs. Butterworth & Co., put in my house last fall 
has given much satisfaction. I intend using coal next 
winter when I am sure it will be more successful. 

From S. 15. Lossing, Otterville. 

March 31, '91. 
I have had one of jour furnaces in use during the 
past winter, and like it very well. It heats my house 
very com fort abh , and I cheerfully recommend it to the 
public. 



From S. Smiley, Otterville. 

March 31, 'yr. 
I certify that I have used one of vour furnaces and I 
would recommend it to any one wanting a good furn; ce. 
I am well pleased with it in every respect. 



From Thos. Ruddell, Oustic. 

January 20, '91. 
The I lit horn Wood Furnace, which you furnished for 
the Mimosa Methodist Church, Erin, is giving grand re- 
sults, using the upper cold air chamber increases its 
heating capacity not less than S,ooo cubic feet. The 
fact that the building committee remitted full price to 
vou before due endorses the above I think. 



From G. S. Souter, Owen Sound. 

March 2, '91. 
Having used three of your Hot Air Furnaces in ray 
own property, and having in my capacity as contractor,, 
seen a number of others working and finding them all 
to be giving perfect satisfaction, both in regard to heat- 
ing capacity and economy of fuel, I can conscientiously 
recommend them to any one wanting a first-class article. 



From II. Crazier, Owen Sound. 

July 31, '88. 
I have much pleasure in saying that your Hilborn 
Wood Furnace placed in mv hotel last fall has given 
me great satisfaction, having done the work of seven 
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es With a large saving of fuel. No one can realize 
comfort derived bv the use of your furnace without 



From John C'laxton, Paisley. 

April i6, '91. 
I have much pleasure in testifying to the perfect satis- 
faction given of the No. 35 Hilborn Wood Furnace 

placed in my house three years ago, by your agent, Mr. 
Thos. Pinch. It U economical in fuel, burning any 
rough wood, easily regulated, and heats mv house thor- 
oughly . It is also very easily cleaned out. 



From G. T. Simpson, Agent C. P. R., Paris. 

March 17, '91. 
1 have used two of your No. 146 Marvel Furnaces 
one in mv store and one in my dwelling during the 
present winter, and I am very 'much pleased with the 
result. I have had no trouble with them. They are 
easily managed and are very effective heaters with 
cither coal or wood. 



•sto 
heal 



From J. Y. Wood, Paris. 

March 17, '91. 

I have had a No. 136 Steel Dome Furnace in my 
>re for two winters. It has proved very effective in 
alino- surpassing mv expectations in every particular, 



being economical' in fuel and easily manage 

From John Clump, Paris. 

February 28, '91. 

The No. 146 Pleasant Home Furnace put in my house 
last fall bv your agent, Mr. Buckley I consider a com- 
plete success. I cannot say any more in its praise than 
that I am perfectly satisfied with it. 



From Joseph Schaffer, Paris. 

March 17, '91. 

I have one of your No. 144 Steel Dome Furnaces in 
•my house since the fall of 18SS. I consider it a first-class 
investment and would recommend any one contemplat- 
ing heating their house with warm air to get one of 
the above furnaces as it leaves nothing further to be 
.desired. 



From Mrs. John Trish, Paris. 

March 17, '91. 

I put one of your No. 136 Steel Dome Furnaces in 
my house last November and am very well gleased with 
it, I have had no trouble with it, being easily managed. 
As a test of its heating power I have boiled water on 
one of the registers. .This may appear incredible but it 
is a fact. 



From Cornelius Clump, Paris. 

March 11/^91 

I have had one of your No. 152 Marvel Furnaces in 
operation in my house dining the past winter and I con- 
sider it a marvel of comfort in a climate like ours under 
perfect control with every change of temperature. 



From </. II. Armstrong, Paris. 

March hi, 

lam pleaded to say that the No. 136 Steel 1 
Furnace put in my house Ia>t fall by Mr. Buckley, 
worked very satisfactorily, giving a uniform t< 
ture throughout the hou.se with a moderate amoui 
fuel. 



From C. M. Foley, Solicitor, Paris. 

March iS 

The No. 154 Stetl Dome Furnace placed in im ho 
two years ago has given perfect satisfaciton, vutl 
moderate amount of fuel, an even temperature can 
maintained during the coldest weather. I can 1 
dentlv recommend it to anyone requiring a fir^t-c 
heater- 



From II. Rehder, Paris. 

February 20, Q 1 

I can bear testimony to the excellence of the No, 
Pleasant Home Furnace placed in mv house by v 
agent Mr. Buckle}' last fall. It has given perfect 6a 
faction, being economical in the consumption of i 
and of great heating power. 



From D. N. Macleod, Parkhill. 

March 10, 

1 have been using your furnace for the past five w 
A year ago J built a laige double store 44 x 80 
still use the same furnace and find it keeps our 
quite comfortable. 1 can heartily recommend the Pi 
ton furnace. 



From John Walker. Pctiolea, 

April 7, '9] 

The two Xo. 146 Marvel Furnaces which we had 
into our new Presbyterian Church are heating a 
of about 109,000 cubic feet and we are glad to sav I 
are giving good satisfaction. 



From Geo. Parkinson, Petrolea. 

March 21, 'qj 
1 have been using one of your Hilborn Wood F 
naces for the last two winters and can say that it 
heated our house thoroughly. I have built in sevt 
furnaces but must say the Hilborn is far superior to 1 
others I think it is the best wood furnace in 
Dominion. 



From J. E. Bossing, Chairman School Board, Petro 

January 1, '91 
1 have much pleasure in stating that the furnace pla 
in our school has given complete satisfaction and I 
cheerfully recommend it as being the best furnace 
the market. 



< * 



From Thos. Kelly, Petrolea. 

March 21, 
1 take pleasure in stating that I have one of vour 
35 Hilborn furnaces in us. and it has given the be^ 
satisfaction i»i e v cry resnejt. 



•* *i 
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From F. G, Simpleton, Petrolca, 

March 21, '91. 
The Hilborn Wood Furnace which you placed in my 
Lise last fall U one of the best I ever\een and seem6 to 
do it> work very well. I take much pleasure in recom- 
mending this furnace. 



From Mrs. D. McKay, Pctrolea. 

March 18, 91. 
I am very much pleased with the furnaces which you 
placed in mj two stores. I would not do without them 
for double their cos-t. 



From A. W. Lawrie .V Co., Port Dover. 

January 19, ,91. 
"We must s-iy we are well pleased with the furnace 
which you placed in our store last February, of course 
ours was a low priced one and put on the main floor but 
it serves to illustrate the good qualities of vour furnaces 
and which in our case is doing the work in a satisfactory 
and at a moderate cost. 



From Jas. M. Nairn, M. D., Port Dover. 

February 26, '91. 
I have much pleasure in testifying on behalf of the 
Presbyterian Congregation Port Dover to the entire 
Satisfaction which your coal furnace has given us in 
heating our church for the past two years. 



From Geo. S. Keeler, Prescott. 

June [5/88. 

I have much pleasure in expressing my satisfaction 

with the principle and working of your furnace, having 
had one of vour No. 13s placed in my house lust fall. 
Can safely recommend the same to anvonevsho may 
want a rir>t class furnace. 



From James Smith, Prescott. 

June 15, '88. 

Having used one of you No. 13S Pleasant Home Fur- 
naces last winter, and it having been thoroughly tested 
by the extremely cold winter, I can now recommend it 
a>. being satiefactory in every respect. 



From D.J. McCarthy, Prescott. 

Jund 15, "88. 

Having had one of your No. 146 Pleasant Home Fur- 
naces placed in mv house last fall by your agents here 
Messrs. Keeler i\; Mason, and having given entire satis- 
faction do cheerfully add mv testimonial to the many 
others and confidently recommend them to anv one 
contemplating the use of hot air. 



From T. W. Chamberlain, Prescott. 

June 15, '88. 

The" 1 Furnace you placed in fmy house last fall, 
through your agents here Messrs. Keeler & Mason, has 
given entire satisfaction, so much so that lean cheerfully 
recommend the same to anv one requiring a furnace. 



From Jsaac W. Plume, Prescott. 

June 15, '88. 
I am very well pleased with the No. 138 Pleasant 
Home Furnace placed in mv house last fall bv your 
agents here, it has proved a great success having heated 
mv house perfectly, and is free from gas and dust and I 
con^der I cannot say too much in its praise. 



From \Y. II. Mason, Prescott. 

June 15, '88, 
I have much pleasure in testifying to the satisfaction 
we have derived from one of your No. 13S Pleasant 
Home Furnaces which I placed in my house last fall. 
I find it easily atteuded to, easily regulated and bv no 
means extravagant in fuel. The severity of the " past 
winter was a good test. 



From J.J. French, Prescott. 

June 15, 'S8. 
I have much pleasure in stating that the Steel Dome 
Furnace which you placed in my house last year has 
given entire satisfaction. I have since the purchase 
connected with it hot water pipes, and am thus enabled 
to heat remote parts of my house economical 1 v. 



From II. S. Hepburn, Prescott. 

June 15, 'SS. 
I have had one of your No. 13S Pleasant Home Fur- 
naces in my house all last winter, which has been more 
than usually severe, and I am pleased to state it has 
been entirely satisfactory. The house has been nicely 
warmed throughout and the consumption of coal was 
was very light. I therefore take great pleasure in 
recommending your furnace in preference to anv that 
J have ever seen. 



From George Culor, Rainham Center. 

March 14, '91. 
The No. 45 Hilborn Wood Furnace which vou placed 
in the school here is working splendid. It heats mv 
house nicely with less wood than it took to run an ordi- 
nary box stove. 



From 1). T. Ferguson, Rat Portage. 

March 20, '91. 
The furnace which I bought from vour agents is giv- 
ing me everv satisfaction. 



From Dr. Scovil, Rat Portrage. 

Tanuary 27, 91. 
The Hilborn Furnace which your* agents, Messrs. 
Jav Robertson & Co., placed in mv house last fall has 
given perfect satisfaction in every respect. 



From R. J. N. Pither, Rat Portage. 

January 22, '91. 
The Hilborn Wood Furnace which vour agents 
Messrs. Jas. Robertson & Co., placed in mv house last 
fall gives me every satisfaction. It burns very little 
fuel, and I think it is the best furnace I have seen. 
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From E. Arnold. Rat Portage. 

January 22, "91. 
The Hilborn Furnace which I got fnm ) OU last fall 
is gi> ing me the best of satisfaction. I would recom- 
mend anv ar.e requiring a furnace to first consult you. 



From McKinnon, Rat Portage. 

January 26, '91. 
The Hilborn Furnace which you placed in my house 
last fall has given entire satisfaction, and heats m\ 
house perfectly. I consider it the best furnace in the 
market and would recommend it to any one. 



From John Gardner & Co., Rat Portage. ~ \ 

tt» ■"— January 22, '91. 
The Hot Air Furnace which your 'agents put in our 
store is giving us the best of satisfaction. The heat is 
even and regular, and gives us entire satisfaction. 



From Rev. Father Rugier, Renfrew. 

May 14. '91. 

The furnaces which were placed in the Catholic 
Church here the winter before last, are giving the be>t 
of satisfaction, and I cheerfully recommend them to any 
person desiring a first-class heater. 



From J. A. Elliott, Ridgetown.. 

January 27, "91. 
I am exceedingly well pleased wii h the two wood 
furnaces which I have of your manufacture, one in my 
office and the other in my "dwelling house. They are 

excellent heaters, and very easily managed and cleaned. 
I cannot speak too highly of them. 



From Lewis House, Ridge way. 

February 2, '91. 
Tne Pleasant Home Furnace I purchased from you 
in the fall of iSSS, has more than came up to my ex- 
pectations. There are three other furnaces in the vil- 
lage and I can heat my house with less fuel than any of 
them. This is the fourth winter I have used it, and it 
more than pleases me. I would recommend any one 
thinking of getting a furnace to get particulars from 
you. 



From Samuel Patterson, Rodney. 

March 26, "91. 
I have much pleasure in stating that the Hilborn 
Wood Furnace which was placed in my house last fall, 
has more than realized my expectations. It gives me 
perfect satisfaction in every respect. 



From D. Patterson, Rodney. 

February 17, "91. 
I have now used the Hilborn Furnace two winters to 
my entire satisfaction. During the coldest weather I 
did not have to run it to more than three quarters its 
capacity to make my house one of 16 rooms thoroughly 
comfortable. I can' cheerfully recommend your furnace 
to anv one desiring to purchase. 



From Valentine Dynes, Relessey. 

June 23, »88. 
I am much pleased with the Hilborn Furnace I pur- 
chased from vou last season, as during the past severe 
winter I had "no difficulty in healing m\ entire hou-e 
with but little fuel. 



From C.J. Scott, Renfrew. ; 

June 26, '88. 
The Hilborn Furnace vou furnished me is satisfactory 
in every respect, as your agent, Mr. Moffatt, represented 
it to be". I think it very efficient as a heater, and quite 
economical in point of first cost and subsequent cost of 
running. i 

Front M. French, Renfrew. 

June 26, >88. 
I beg to say that the Hilborn Wood Furnace I pur- 
chased from your agent, Mr. Gilmour, has given very 
good satisfaction, and for the amount of heat given docs 
not consume much fuel. 



From Daw & Clark. Druggists, Renfrew. 

June 26, '88. 
We beg to state that the Hilborn Wood Furnace we 
purchased from you last w inter, has given entire satis- 
faction in i;s heating capacity, and we do not find the 
consupmtion of fuel at all excessive. 



From R. H. Carnev. Sault Ste. Marie. 

February 25, "91. 
The No. 13S Marvel Furnace which you put in mv 
house two years ago, has given me every satisfaction, it 
is an economical and efficient heater, and is dust and was 
proof. I can recommend it as a tirst-class healer" in 
every respect. 



From Albert Carney, Sault Ste. Marie. I 

February 25, '91. 
The No. 13S Marvel Furnace put in the town tire hall 
by Paulin & Plummer two years ago, has proved to be 
a good and efficient heater. It is economical, gas and 
dust tight. I can cheerfully recommend it to anv one 
desirous of obtaining a first-class heater. 



From L. It. Kuderling, Sault Ste. Mane. 

Feb. 19, 91. 

The No. 136 Steel Dome Furnace put in mv house 
by your agents, Messrs. Paulin & Plummer* three 
years ago has given every satisfaction. 



From David Murray, Sault Ste. Marie. 

Feb. 25, '91. 
This is to say that the No. 146 Pleasant Home Fur- 
nace which was put in my house two years ago bv vour 
agents, Messrs. Paulin & Plummer, gives me every 
satisfaction. It is very easy to manage, there is no ^as 
or dust and it is a powerful and economical heater. Anv 
one wishing a first class furnace can have it bv eettine- 
a Pleasant Home. & 



■■ 
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From J. G. Campbell, Sault Ste. Mane* 

Feb. i*;, '91. 

Your No. 136 Steel Dome Furnace placed In my 

residence tv*o vc.irs ago has proved a great sticcess. It 
saves labor, being far less trouble to run it than a coal 
BtOA e anil free from gas and dust. I run it seven months 
in this cold count i\ with seven tons of coal, which heats 
a large house both upstairs and down. I take pleasure 
in recommending it to any one in need of a first class 
furnace. 



From Trustees Public School, Sault Ste. Marie. 

Feb. 25, '91. 
Two years a^o we built a large Public School and 
Messrs. Paulin & Plummer guaranteed to heat tt satis- 
factorilv by using 4 No. 45 I HI born Wood Furnaces. 
We were verv doubtful and hesitated some time before 
giving the contract, being afraid that .they would be of 
insufficient capacity to heat such a large building, but 
after two years trial we are more than pleased with them 
and in the coldest weather the school is always warm 
and the air fresh and pure It is with pleasure we 
recommend your furnaces as being economical and 

powerful heaters. 

T. A. Brown, > Tpistees . 
Geo. A. Hunter. ) 



From Joseph Kidd & Son, Dublin and Seaforth. 

May iS, '87. 
We promise to advfee you how we are pleased with 
the three furnaces vou put in for us last fall. After a 
year's service we now with pleasure assure you they 
have more than met our expectations and can with all 
confidence safeU recommend the "I lilbonv" Furnace to 
am person wanting a genuine article. 

From T. D. Kemp, Seaforth. 

Jan. 15, '91. 
lam verv well sstisfied with the furnace winch I put 
in mv house in thefall of 1S88. It is working well in 
all respects andso far as I can learn is very economical 

as compared with other.furnaces. 

From E. II- Herring, Sebright. 

Jan. 24. '91. 
I have much pleasure in stating that* for comfort, 
Cleanliness and simplicity of workmanship and the 
enormous amount of space it heats the Ildborn is per- 
fection. The building is 5° ««« square three stones 
and built of wood, lath and plastered inside and has onh 
the cooking stove and furnace and burns onlv 30 cords 

of wood in the year. This includes the hardwood for 

the cooking stove the year round as we burn no „oft 
wood at all. 

From TrusteeN Union School, No. 3- Sebringeville. 

March 9. '91. 

Our school is heated by one of vour. Llilborn , Wood 
Furnaces, and it gives us every Miction.. We have 
now n*ed it for three seasons and are well satisfied * itn 

now nseci Committee*— Michael Boos. 

■*• Jacob Ash. 



From David Kartner, Sebringeville. 

March 10, '91. 
I have one of your furnaces in my residence and must 



Bay that I am well pleased with it, and take much pleas- 
ure in recommending said furnace to intending pur- 
chasers. 



From R. Gardiner, Sec leys Bay. 

March 25, 91. 

I have used one of your Mot Air Furnaces for the 
past three years and have no hesitation in recommend- 
ifltf" same toanv person who wishes to obtain a first-class 
furnace. It is very economical in fuel and a great 
heater. 



From E. E. Phillips, Selkirk. 

Jaduary 16, '91. 

This certifies that I have had one of Clare Bros, fur- 
naces in use in ray store for one year. It fills the bill 
well and I can confidently say I never had such comfort 
in my store before. My house is 56 x 24, ceiling about 
12 feet and one register gives a comfortable heat in all 
parts of the store. 



From Arthur Evans, Sharon. 

Marce 23, '91. 
I purchased one of your "No. 34 Maple Leaf Furnaces 
anh had it put up in my house which is 28 x 34 two 
storevs high and the furnace has heated it thoroughly in 
the coldest of weather and the consumption of coal was 
verv light- 



From Thos. Orchard, Shedden. 

March 21, '91. 
I have in use in my house one of your No. ^^ Hilborn 
Wood Furnaces and am well pleased with it. I have 
no trouble whatever in heating my house thoroughly. 
I am confident the furnace is much less trouble than 
stoves and much more economical. 



From J. G. Lamley, Shedden. 

March 14, '91 ■ 

I have much pleasure in stating that I am well pleas- 
ed with the No. 45 llilborn furnace which I have been 
using for the past two years. I can easily heat my 
store and dwelling and can do it with less wood and 
with less annovance than with stoves. I cheerfully re- 
commend this furnace to intending purchasers. 



From W, II. Morrison, Shedden. 

"April 30, '91. 
Having handled your Hilborn furnace for the last 
five vears I am in a position to say that they are first- 
class" heaters. I never have any difficulty with the 
working of them, it is simple in construction, ^easily 
cleaned at any time, extremely economical and easily 
managed. 



From II. Mulikns, Postmaster, Simcoe. 

March 10, '91. 
The Preston Wood Furnace which I have in the 
postoffice has given me every satisfaction, and I am 
glad to recommend it as a good heater and an economi- 
cal one at that. 
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From J. E. Balmer, Simcoe, 
t>i rpii ,,, • February 7, 'qi 

J 1 " b °™. Wood ?'«,*(*, No. 55, put in -«J house 
has. gn n enure satisfaction, so much so that I can 

It is a first-class heater in every respect. 

From O. Austin & Co., Simcoe. 

\\t^ ♦ 1 , February 27, 'or, 

na^T u great P J ? a8ure in recommending your fur- 

n'^u renT ^J? °- store bv you, andUe found 

it .111 tou lepresented in every respect. 

■ m 

From Mrs. Thomas Kendall, Simcoe. 

The No. 34 Maple Leaf Wood FuZt^L& Y 
house by your agents, Messrs. W. Conn &' Bro is JiV 
,n S en tire satisfaction. I am very much ,-,!,-. V ;t 
and think it is a good furnace. ° ! '^ *' ,th ,l 






From C. A. Chadvvick, Simcoe. 



J?h Na 34 Map,e Leaf W00d ^'^K'ln my 
store by your agents, has given me perfect sSaction 

om;S,ter me " d h US * g °° d heSter «* -rfecon: 



From W, Conn & Bro., Simcoe. 
^-commend this Wee to all lBtHM £ ™ 



From Thos. Town ley, Simc 



oe 



I have much pleasure in Statin/t^ 7 ' ^ " 



Hilborn Wood Furnace 'olaZV"! WW l l le Na 35 

sssss a£-S«2£=£ 

a very good heater and also economic, ^ h ,s 



From S. M. Soverein, Simcoe. 
ple'aseVmeTen'muc; V "Z "' ?°™ *^'*» 



From Samuel IJunsberger, South Cayuea 



split it in four Pieced ^d'^^T Hl° U, ', feetlon ^ 

twenty-four hours \- other I l a ; " e house for 

record. I full v recommend rhi f furnace can beat this 

J commend this furnace to the public. 

From Trustees South Cayuga Church. 
It affords us much pleasure in **^<&& 



Ililhorn Wood Furnace placed in our church i fc J 
ent,re satisfaction. We have no trouble in heat 
to 70 degrees in a short time to 



From Henry Snyder, South Cayuga. 

tu x- ,. March 17. \. 

The No 45 Hilborn Furnace heats my whole ho 
nicely in the coldest of weather. J, is aiso^veTy econo 
calm fuel and I ran cheerfully recommend ir 
one desiring a good heater ' rCCOInmend ,[ to 1 



From Jubilee Presbyterian Church Committee, Stay 

We hereby certify that the two No « ^m 
Furnaoes which your a*™* Put in ° ,^ ^ ( 

! l^s given excellent satisfaction. When Tile 
started the mercurv was if ,u * - M 

short time it n.7C^ "^ ^ in • • I 

TAlex. Nrcor., Chairman, 

Committee:- *■ M McFalx, Secy.-Treasurei 

Jchk Pet r ie, 

J- M. Micks. J 



From Mr. Movna, Parish Priest, Stay ner. 



From M. McEachren, Stavn 



er. 



Woo^urn^ iS^%SSSV^^ 
which was put in residence and Z*' * °£o° f Presl 
fully realized my *i^2^» ** '* 



From R. E. Bingham, Stay 



ner. 



to the amount oftood "burn! Tj e fP ecta «°"< W 
I have no ^hte'Jf«««*fc 
Furnace on the market to he best W < 



From Wm. Reynolds, Stay 



ner. 



?** No- 35 Hilborn Furnace whieh ' 9 * 

residence in 1S86 has ,i 'n 1 P -i° U put in 
cannot speak too highlf o " ,> e e "*****& an- 

qualities and I can recommend ft to**"* Md * w 
first-class heater. ^ umrnend it to any one wantin 



From Timothy Haun, Stevensville. 

I take pleasure in statin- »,.# Fehr ™> I 7, '91 

naces is far ahead of an ^ W I 70 "* make of «>a] f 

sea? ats5 £ sr-fi. z 

*- «■ -, one IS i S^V^- 



.1 
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From R. Rogers, Stevensville. 

February 14, '91. 

The No. 15S Pleasant Home Furnace which I bought 
from your agent, Mr. James Viges, has given me entire 

tisfaction. The more I use it the belter I like it I 
would not have it taken out of my house for its entire 
cost. It is a good heater and a saver of fuel. lean 
recommend this furnace to any one contemplating 
building. " *» 



From M. A. Baker, Stevensville. 

Feb. 10, '91. 
The furnace which I bought from vour agent in this 
place is fully up to what you recommend it. r do not 
hesitate to say it is a decided improvement on my dwell- 
ing in reference to the manner of heating same. 



From J. II. Tubby, Stevensville. 

Feb. 16/91. 
I am personally acquainted with several who are 
using your celebrated Heating Furnaces in their dwell- 
ings. I have heard of no complaint of any kind in 
regard to them and purchasers seem entirely satisfied. 



From Wm. \V. Johnston, Stevensville. 



- i 



Jan. 25, 91. 

I take much pleasure in stating that from the ex- 
perience I have had with your furnaces I think it is the 
»cst manufactured. It burns very little fuel and gives 
a povverfud heat. It is easily kept clean and also easily 
handled and regulated. 



From John Ed^eworth, Stevensville, 

Jan. 31, '91. 

I have one of your Furnaces bought through 
Mr, James Viges, of this place, I have had the 
furnace in use for about five years and it has proved to 
be a success and can heartily recommend it as an 
economical and great heater. 



From Rosanna B. Krafft, Stevensville. 

June 4, '8S. 

The No. 13S Pleasant Home Furnace, with Radiator, 
I purchased of your, James Viges, has given me great 
satisfaction, and I take pleasure in recommending the 
furnace to any one who may be in need ef one. 



I rom Richard Rodgers, Stevensville. 

May 4, '88. 

The- Pieasannt Home Furnace, with Radiator, I pur- 
chased of your agent, James Viges, last fall, has given 
good satisfaction, and I can recommend it to any one in 
•need of a furnace. It is a good heater and yet does not 
use much coal. 



From Mark Wade, .Stratford. 

Feb. 20, '91. 
I have pleasure in saying that the Pleasant Home 
t urnace manufactured by your firm and which vou put 
111 for me in October, 1889, has given me great satisfac- 
tion. I have found it easy to manage and a reliable 
furnace in every respect. 



From Hoffman Bros. & Elder, Stratford. 

Feb. 10/91. 

The furnace you supplied us with some three years 
ago we are pleased to state has given us entire satisfac- 
tion and has proven a decided success. We can heartily 
recommend it to intending purchasers. 



From Scarff & Ferguson, Stratford. 

Feb. 9, '91. 
We h a v e used one of your Hot Air Furnaces, No 138 
Marvel, during the last two winters to heat our place of 
business* containing 20,000 cubic feet using two hot and 

two cold air flues and have found it to give us entire satis- 
faction. 



From Charles Packert, Stratford. 

Feb. 14, '91. 
The No. 13S Pleasant Home Furnace which was put 
in my house by your agent has given me entire satisfac- 
tion The consumption of fuel has been small and the 
supply of heat sufficient and the representations of the 
hrm fully carried out. 



From Wm. Maynard, Stratford. 

Feb. 9. '91. 
I have much pleasure in stating that we are much, 
pleased with the Pleasant Home Furnace which your 
hrm placed m our office. It is easy to regulate and heats 
the premises thoroughly. 



From C. McMargey, Stratford. 

Feb io, '91. 
I have one of your No. 134 Pleasant Home Furnaces 
put in by Jeffrey Bros, of this city and am very well 
pleased with it. My house has eight rooms and I can 
keep it very comfortable with about one ton of coal per 
month. r 



From F. W. Byatt, Stratford. 

Feb. 10, '91. 

It is with pleasure I inform you that I am perfectly 
satisfied with the working of the No. 138 Pleasant 
Home Furnace which was put in my house by your 
agents in this city last fall. It is as far as I can ascertain 
perfect with respect to draft and dampers and easily 
managed by any one. We have no dust from it and no 
smoke and plenty of heat which with the water appar 
Stun makes a nice moisture that will allow plants to 
thrive. The amount of coal consumed will not be as 
large as that consumed in former years under the coal 
stove regime. 
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From John C. Monteith, Stratford. 

Feb. 13, 91 

I have much pleasure In stating that the Wood Fur- 
nace which was put in my dwelling about two years ago 

has given good satisfaction. It has done* all \ou 
promised and comes up to our expectations. The con- 
struction is simple and it is easily managed and I can 
with confidence recommend it to those desiring a Wood 
Furnace. I certainly think that the (system of heating 
with Hot Air Furnaces is more agreeable and beneficial 
to health than using stoves for heating purposes. 



From II. T. Barker, Stratford, Ont. 

July 19. '88. 
The Ililborn Furnace, for heating my store with hot 
air, has been a complete success, heating my store 
regular and to my entire satisfaction. The cold air 
grates behind the counters have removed our former 
trouble of cold feet. In fuel we consider it cheaper than 
stoves; easily regulated and will burn anv kind of rou^h 
wood. " ° 



From Thos. Waldie, Stratford, Ont. 

July 25, '88. 

The No. 45 Ililborn Wood Furnace placed in my 
house by Jeffrey Bros., Stratford, has given me 
thorough satisfaction in every respect 



From L. Dake, St. Thomas. 

t 1 u • March 13. '91. 

I have been using one of your Hilborn Furnaces for 
the last two years and can now pay it is the best and 
cheapest heat producer I ever had I heat my hotel 
with it and am sure it is the best wood furnace made 
to-day. 



From T. Griffin, Metcalf St.. Thomas. 

March 17. '91. 
The No. 146 Pleasant Home Furnace which vou 
placed ,n my house two years ago has given entire satU- 



From Dougald Campbell, St. Thorn 



as 



„, March 15, 'or. 

1 *,VL°; 35 T HHboni furnace wMch you put in my 

faction l' T ^ f leaSed t0 S3 - V hM *™ "*J ^ 
faction. It is simple m construction, easily managed 

andean bejun with a very small quantity of fuel & I 
highly recommend it for the purpose of heating houses. 

From L. Ferguson, St. Thomas. 

March 17, '91. 
After examining carefully into the merits and con 
struction of all the leading furnaces in this market I 
concluded that your No. 138 Pleasant Honu F c 
was the most common sense of construction and likeliest 
to give me good satisfaction. I could have ob ainec a 
cheaper furnace and in fact was most president ly con 
vmced by some of the agents of other furnaces b j 
bought yours without being convinced on i^eri J 
and I am pleased to be able to report that mv S 
opinion of your furnace has been fully realizeo^ule 



I find the furnace to be very economical in ei 
and easily managed and regulated. I only use fi 
of coal dining a season and am so veil pleated w 
furnace that I have no hesitation in recommei 
all my neighbors and friends. 



From Mrs. H. Bosevear, St. Thomas. 

March 18. 
I have much pleasure in saying that the N< 
Steel Dome Furnace which you put in mv houv 
worked very satisfactorily, is easily managed and 
la ted. It supplied all the heat we" required and is 
economical in fuel. 



From E. W. Gustin, M. D., St. Thomas. 

March 17, 
Your warm air and hot water combination fi 
which you put in mv house last fall has given cor 
satisfaction. I recommend it for sufficiency of 
cleanliness, economy of fuel and ease of manage 
Is requires very little attention. 



From James Fulton, M. 1)., St. Thomas. 

March 17. 
I have now had your No. i 4 6 Pleasant Heme 
nace in use for three years and it fullv confirn 
favorable opinion I expressed of it a \ ear before 
chased. It gives me entire satisfaction. 



From A. W. Harrison, St. Thomas. 

1 

March ; 
After an experience of two winters I am ph 
express my satisfaction of the 136 Steel Donit Ft 
winch you put in my house. The principle of cor 
ion is good and the material and workmanship i 

*>, 1 j 1 . 



From S. O. Perry, St. Thomas. 

March 16, 

I he No. 134 Marvel Furnace which vou put in 

house I am pleased to inform vou is giving great 

faction It has been very economical land easily 

aged. I can cheerfully recommend it to anv one 



From \V. O. Foster & Co., St. Thomas. 

March iS, 
m I have had one of your No. 132 Steel Dome Fu 
in use in my drug store for the past two wintei 
have pleasure in recommeneing the same as beir 
fectly satisfactory. There is no gas or dust ar 
management of the furnace is very simple 



From E. U. Teskey, St. Thomas. 

but win Skk 7 - vour *umace worth a flattering 

but will just say that it is abundantly satisfacto 

cTne onTh° Se "t T think SU P eHor to "V «i»«2 
one on the market. 
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From Win. Ed ward?, St. Thomas. 

March 28, '91. 

The No. 18 Comfort Furnace which your agents 
Messrs. Price ..V McMurtrv put in my house last fall has 
given me entire satisfaction. We have kept our house 
very comfortable all winter. 



From A. Coughell, St. Thomas. 

March 26, '91. 

The furnace which your agents placed in my hotel 
last fall I am pleased to say is the most satisfactory 
heater I ever saw and I am sure I would not do without 
it under anv consideration. I take much pleasure in 
recommending JOUr make of furnaces to any person 
requiring same. 



From P. Meehan, St. Thomas. 

March 14, '91. 

1 nave in use in mv store one of your 134 Pleasant 
Home Furnaces and'must sav that it gives me every 
satisfaction. It costs very little more to keep the store 
comfortable than it would with a stove and I must say 
that I know of no better furnace than the ones you 
manufacture. 



From J. W. llartman, St. Vincent. 

February 3, '91. 

I have much pleasure in stating that after a test of 
-three years vour furnace has given me entire satisfaction. 
It thoroughly heats the house and not only saves a great 
deal of fuel but in labor as well and besides rough un- 
marketable wood can be used in it. I would not be 
without it under anv consideration and I can Sincerely 
recommend it to all who may require an economical 
and efficient heating apparatus. 



From John Carter, Sundridge. 

January 23, '91. 

I have much pleasure in stating that the furnace I 
purchased from you last fall, No. 45 Ililborn, has given 
entire satisfaction as regards heating capacity, economy 
of fuel and simplicity of working. I can put in two or 
-three stick s of cord wood at night about 9 dock and 
the house is quite comfortable until about 7 or o o clock 
in the morning. It is as easy to manage as a box stove 
and the great advantages over other furnaces is the 
Short time required to clean it as it can be cleaned in hve 
minutes and all the soot goes into the hre out of the 
arums. It- heating capacity is enormous and any one 
desiring a furnace will find the Hilborn W ood Furnace 
*n economical heater combined with simplicity and the 
prejudice which has existed against the use of furnaces 
on account of the complicated arrangement of some will 
certainly be removed by using the Hilborn Wood Fur- 
nace. 



From Robert Lock ridge, Tarn worth. 

April 16, '91. 
I have much pleasure in recommendingjyour Ililborn 
Wood Furnace as a complete heater and ajjreat saver of 
fuel. 



From Win. Forbes, Tilsonburg. 

January 14, r ol. 
Having used vour furnace, No. 45 Ililborn, for two 
years I have no hesitation in saving that it is one of the 
"best furnaces in the market. The only complaint made 
by the guests is that it keeps the house too warm. 



From C. McDonald, M. D., Tilsonburg. 

January 22, '91. 
I have been using a No. 55 Ililborn" Hot Air Furnace 
in my house during the present winter, and am well 
pleased with it. It gives everv sati>faction, and is very 
economical with fuel. I have no hesitation in recom- 
mending it as the best furnace that lias been brought 
under mv notice. 



From F. W. Young, Tilsonburg. 

February 9, '91. 
The No. 35 Hilborn Furnace which I purchased from 
vou last year is working first-class. I am well satisfied 
with it, and can recommend it to intending purchasers. 
I wish you every success. 



From C.Thompson, Tilsonburg. 

January 30, '91. 
I have much pleasure in stating that your make of 
furnace which you put in tm house last fall, has given 
entire satisfaction, in fact gives more satisfaction than I 
expected. 



From R. C. Scott, Tilsonburg. 

January 14, '9 1 - 
I have used vour furnace, No. 45 Hilborn, in my 
dwelling the past two winters and have much pleasure 
in recommending it as first-class in every respect. 



From E. D. Till>on, Tilsonburg. 

January 13, '91. 
I am using one of your No. 45 furnaces put in by 
Messrs A. & C. Denton, of this place, about six months 
since, and can sav concerning it that it is giving excel- 
lent satisfaction, no fault whatever being found with it. 
It is easily regulated and throws out a great deal of heat 
for amount of fuel consumed. 



From John Smith, Tilsonburg. 

May ii, '87. 

In answer to your enquiry regarding the merits of the 
Hilborn Furnace you furnished me. I think I may 
safely sav, that it is in every particular as your Mr. 
Moffat represented it lo be. I think it is very efficient 
as a heater, and quite economical in point of first cost 
and subsequent cost of running. 



From R. M. Scott, 30S Dovercourt Road, Toronto. 

March 17, '91. 
Having used over a dozen of your furnaces on Mc- 
Kenzie Cre>ent last winter I have great pleasure in 
recommending them to any person who wishes to use 
a furnace which cannot be 
economy and heating powers. 
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on, Edward Trout, Monetary Times, Toronto. 



of^nem wh 'rTf djff ' "' Vnf fu,naccs in 4 a hou^ 9 o r ine 

then \ II , -1'P-s.d to be the best, but none of 

-So V • " , : : ; re H W,th - V ° Urs Bet «P nearly two years 

S "kept cl ean a n d Jl «HM° U ? e . With ^ wl «" "*«««■ 

ccono^.J l .; l K.,^ d . Whll 5 * 1S a g«at heater it is 



economical in burning coal. 



From W. Hooey, 21 Marion Street, Toronto, 
other kind V satisfaction. I would have no 

ti^oujhu , ith f " on ! a ,ar *« h °r and ***** * 

One point" J see fe thaTJ. ,k 4 .?" S ° f COal each ■**»- 

the furnace I '^V ^ ^'^ ° f aShe » is don * » 

and wish vou ever$ S S nreommen d *~ £ ™ 



From Frank Addison, 7 6 Harvard Avenue, Toronto. 

The furnace supplied me th u March 7 ' '^ 
agent has .iven eo m P p Ite StoSSSffa'T Toronl ° 
especially in reference to omnHrt ~* . Cl ?* res P et » 
the 3rd /ear I have used 3 9 „h ^ u° al USed ' This * s 

per year". My house ,sv' ""u ab ° Ut 5 *»« of coal 

^ is overlook n . Lake o7t"- UCh e *P° se * ^uated as 
and nothing bm a first ^V^ *e Humber Bay 
properly. & C Class fu ™ace would heat t't 

From Rev. A. G. Strine, Parkdale. 
I am pleased to state thnt th* r\ J Une 2 ' ' SS - 

unusually severe we a" no W £ ^ the ? int * r was 
-uring the necessar^e^ ^f^ h 

From D. Gowanlock, Wilson Avenue. 

The furnace you put in my house feat ffn™ '*' * 
satisfaction. I heated my house of' gn " W entire 

months with four tonsof Co", °'™ e scorns for four 
at first, but after we got i nto the ^ SOme tr ° ub,e 
worked very saosfactfril We S f rSHitit 
range going besides the furnace P ' D,amo "d 



From J. Hunter, M.D., Toronto. 

hot air furnished. It fe "2 ■ «* m! /* and * Ua % °* 

in coal. Vou have the" ^^^^^5^ 

From Robe.t Wallace, Toronto. 

This is to certify that we have u<eA k June 3 ' ' S6 ' 
Hot Air Furnace, manufactured by CW 8?" ^l** 1 " a 
Preston; Ont, and it has o iven ^1 if™ ^ ? Co ' 
than the furnace we had befo rc *L * a,1 **ction 

burning less ccal ^•-gwing more hem and 



From Jas. Dudley, Toronto. 

I purchased one of your Hot A^* u 
last October, and started a fire n *,? 

I took seven hot air p,pe S from top of furnace h 
parlor, dimngroom, bed-room, hall down ^ 
rooms and hall upstairs, say ^ (JOO cuhi ' / ' 

the whole very comfortabl/ ?££, e "en ton, 
the past season- -half nut and stove size Tl° t 
managed- no more trouble than the ordinary hall. 

careful leruCal^h^r^ion 1 anli^^T 
the furnace »il) convince almost an "one of', h^ 
of coal and its heating canaHfv 1' • Sa 

commend it. S Ca P ac,t -* • 1 c ™ conhdendj 



From Thos. Ben net, L/xbrid 



ge- 



has g ,ven me entire satisfaction. My house i l 
one containing 1IS coo cubic feet I H.V l „„♦ 
furnace to heat it but it did ; , , 0t expect 

In fact the colde w«tte r wh aJ VT^ M,W E B 
was like summer heat I 1,J H a>t Wlnter OUj h( 

purchasers to buy Tpiealan H reC ° n - u C J? d inten< 

& £&? i d ° * ^0^^^^ ia p t0 S 

aid not burn quite seven ton of coal. J 



From Mrs. Latham, 79 Shaw St. 
can recommend the same «^l^^Z 



From Wm. Ilovey, 2I Marier Street. Parkdale. 

The small size Tubular Steel RoH r^ '^^ I? ' * 
Put in my hot.se the ,st of last l£ J ^ U " MCC that ■ 
have been using evei £>£ £* T*™*** a " d whW 
Fft>m the time ft w« D S ?n' tn tK ProVC " J r S3,i?,fact( 
drsed out two coals nfS,-° he ISt of F-bruar 

»^ Wen. Up to date f h. ,nR, 7u hout ^"^ an ' 
and thehouse was ke D t^w e "^ but 3 ^ 2 tons of c 
times too wanT lK ^77 n 5^sary, and so. 

ment and theLuse is all f^ 1S kept in the bi 

o-mend this S^i?^/ ^kt / f" ""^ ' 
^oves. M> house has ^g ^ ; It ,s far superioi 



rom Richard Clark. Toronto G 



ore. 



This i s to certify that th„ w-iu , April IO ' '^ 

your aeent Mr A lL- i Il,born furnace ' P«t in 
thoroughly tested d^inl t t 0r ; i,e ^ fa » h ** b < 
has given perfect saHff ' f St - V,nter ' and ' m ay • 

(wh& is CS^? , fS2;- h *5 d « i' eated '- lio, 

labor-saver tlfn - k!? economi ca.ly. It is also a «• 

Parties i n need of sueh .„ ^T ° mm,f nd them l0 
furnace. ' UCh an ar,,cIt as being a first-cl. 
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From W. J. Griffiths, 43 Sorauren St. 

The Prestoil Furnace, No. 134, placed in mv house 
last fall has giv«rn entire satisfaction. I have great 
pleasure in recommending your furnaces to any one in 

want of a good article. 



From Wm. Robinson, Toronto Gore. 

May S, 'SS. 
Thi> is to certify that I have used during the past 
winter a No. 138 Pleasant Home with Low Radiator, 
manufactured by Messrs. Clare Bros. & Co.' and put in 
for me by Mr. A. Doig of Bolton, and it has given me 
everv satisfaction. 



From J. Martin, Agent Standard Bank, Parkdale. 

April s, '88. 

The season in which artificial hr at is necessary being 
about over, it occured to me that our thanks were due to 
you for the furnace you supplied us with la>t fall. It 
has proved highly satisfactory in every way, giving no 
trouble, bevond, perhaps* a little too much heat at times, 
but as that is a good fault we will pass it over. I trust 
that your furnace bosiness will meet with everv success, 
as I am sure it deserves it. 



From Jas. Hunter, Toronto. 

March 14, '91. 

The furnaces of your make which were placed in my 
store on Queen Street are reported by the tenants as 
giving entire satisfaction. The larger size which you 
placed in my residence on Dunn Ave. is also working 
satisfactorily but seems to develop a greater heating 
capacity than I require. 



From W. G. Wallace, Toronto. 

March 14, '91. 

The Marvel furnace has kept our house very comfort- 
able during the past winter and in every particular given 
satisfaction. 



From Wm. Tedford, Toronto. 

March 8, '91. 

> 

I have now in use eleven of vour Marvel furnaces and 
must say they are all giving good satisfaction. They 
are simple in" construction and vero economical in the 
u*e of fuel, they are also easily managed and durable. I 
have much pleasure in furnishing this testimonial and 
cheerfully recommend your furnaces. 



From J. C. Burt, M. D., Toronto. 

March 24, '91. 

r am pleased to state that the Pre<lon furnace which 
was placed in my house by your agents here has given 
me entire satisfaction and I can honestly recommend 
the same to others. 



From Bryce Bros., Toronto. 

March 19, '91. 

We have great pleasure in stating that the Preston 
furnaces which we have used have given us entire satis- 
faction. We might say that during the pa^t few years 



we have had an opportunity of testing many of the fur- 
naces manufactured in and about Toronto and we do 
not hesitate in saying that none has given us more sat- 
isfaction than the " Preston Hot Air Furnaces." 

From Thos. Shaw, Toronto. 

March 16, ^ai. 

The No. 138 Marvel furnace which jour agents placed 
in my house last fall has given entire satisfaction. It 
erives a good deal of heat for the fuel consumed and is 
easily managed. 

From Geo. Scott, 384 Church Street. 

April 26, '88. 

In replv to \ our note asking what I had to say about 
vour furnace, would say, I am not in a position to give 
its full merits. I had a water coil put into it for the pur- 
pose of heating a green-house, and had to press the fur- 
nace much more than necessary to heat the house, so as 
to keep the green-house warm enough, consequently 
burned more coal than would otherwise have been re- 
quired. Mv house has eight rooms and all were com- 
fortably heated in the coldest weather. We burned six 
tons of coal in the furnac, only requiring the kitchen 
stove for cooking purposes. We consider it almost per- 
fect in regulation and ease of cleaning out, and can 
recommend your Steel Dome Furnace to any one in 
want of a first-class cheap furnace. 



From J. H. McNairn, 23 Pearl Street. 

April 16, 'S8. 

The furnace which you put in my house has been 
quite satisfactory, and" the consumption of fuel was 
much less than I had expected. 



From Garvin Muirhead, 333 Markham Street. 

June 16, '88. 

I am quite satisfied with the hot air furnace you put 
in my house last year. I had no other fire in the house, 
as we cook with gas, and the whole house was kept quite 
warm. I consider it a great saving of labor as well as 
of coal. 

From Wm. Jarett, Cor. Beaconsfield Ave. and Dundas 

Street. 

Juune 13, '88. 
I am happv to state that the Preston Steel Dome 
Furnace which you put in for me is giving entire satis- 
faction. It is easily managed and is an excellent heater. 
I consider it all that can be desired in the way of a fur- 
nace. 



From Charles L. Ingles, Rector St. Marks, Parkdale 



July, iS, 'SS. 
Last winter I used for the first time one of the ^Pleas- 
ant Home" furnaces. I was fullv satisfied with it Our 
house was always comfortable in the very coldest weather, 
and we burnt less coal than in any previous winter when 
using stoves. I gladly recommend your furnrce to any 
intending purchasers. 



From James Smith, 14 Maple Grove Parkdale. 

April 21, '88. 
The Pleasant Home steel furnaces (No. 134) which 
you put in my houses, Nos. 12 and 14 M;iple Grove, 
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Parkdale, give excellent satisfaction. They are econom- 
ical n< far a. fuel ,< concerned and are easily managed 



From Ed. Trout, Editor Monetary Times. 

v May 3 1, '88. 

. "Jf? say for me in jour catalogue that furnace 

has all the modern improvements in ihe way ofdarapers 

tc and that ,t is a splendid heater, the house getting 

the full benefit of all the coal burned b 



From Potts & Son. 

v t . , April i j, > . 

^ ours of the 3rd mst at hand.^In replv would sav 
we have tried both atyles of your furnaces this winte 
and are very well satisfied with their performance, both 
in . egard to amount of heat given and of coal consumed. 

From W. Wedd, jr., 7 2janeson Ave., Parkdale. 

t i , Time 12, 'Sb'. 

I have much pleasure in testifying mat the Clare 
B.os. furnace which you put in forme last winter has 
given me great satisfaction, notwithstanding the exposed 
situation of my house. s cx P ose a 



From E. II. Post, Trafalgar. 

The No. ,38 Steel Dome Furnace whid^oj' 'f m , 
'^"S"" of Streetsvilfe ,„,t i„ mv hLse f m 

no h. SEE**? haSg ' Ven en,ire "*&cIIod »nd I na?e 
£> dh r" '" recomme » d "'S «t 'o anvone requiring . 



Pram (as. Little, Trenton. 
I have great pleasure in testifving to th^ti,* 'Su, 

faction of vour furnace v n ti» oi *'" I ^*;" U,C *aus- 
Rarii-.^r ,.*u- Iurna f e i Jjo. i3b Pleasant Home with 
her h ' ""placed in my residence last N'ove n 

ber by your agent Mr. McQungof this place Indeed 
we are more than pleased with it U i I- ^aecd 

1 

From J. P. Sheurrie, Trenton. 

ec n ot^c."r; n a f U i d nace as " is a good heitef ** »£ 



From O. II. lionter, Trenton. 

-arc *es t?=^u h r^ ?f « 

that was represented hj cCi^ & cT^ l ° ' "" 



FromA.&W. H. Little, Tren 



ton. 



The Xo. S3 Hilborn furnace which^TK, > 
house is «nv nj? us nerf^,r wot; * .• - P ,ac <-d in our 
recommend ^m^MiS^SS^ *»* l cheerfully 
fuel and also IVLvLf^S^/* ~nical & 
you performed your con ract ° ^^ m whi «* 



From M.J. McCall, Vittoria. 

February 14, 

The furnace which I purchased from your agent 

the fall of 1889 hae given me entire satisfaction L 

winter it only required 12 cords of 2 foot wood for 1 

w hole sea-on and mv house was thoroughly heated 

day and night. It is very easily managed and do^ 

-moke. 1 consider it a perfect furnace and far sir 

to any other make of furnace which J know The he 

ing power of this Ft) le of furnace i* wonderful con id. 

ing the small amount of fuel consumed. J can re< 

mend this furnace to all intending purchasers with « 

confidence that they will be more than satisfied after 
fair trial. 



From John Forrister, Wainfleet. ; 

Ihe furnace put in for me by J. II. Rowe, of Dunnvl 
has pleased me. It works well and heats mv hoi 

warm in the coldest weather. I think I can safely 1 
that parties in want of a furnace should by all meat 
prscure a No. 45 Hilborn. ' 



From Christian Bruder, Walkerton. 



April 5, ' 9 i. 



e 

e 



The furnace which I purchased from you gives m 

-•' ;:^T on - x am ver - v wcU pica - j ***** 



From Walker Sons & Co., Walkerville. 






T«u Ma - V 5- '91. 

The proprietor of the boarding house in which w 

'rl :°H S V0Ur Hot Air Furnaces last v«rr«S 
to us that the furnaces are giving good satisfaction/ 



From Thos. Hall, Washington. ] 

ri , , JuneiS, 'S3. - 

1 have m,ch pleasure to say that the No. 4,- Hilbor 



From P. 11. Sims, Waterloo. 

• 

l^r^l^ - V ° U PUt im ° -'housJinOc 

dome 40 feet of inch" n- C Sa , lisfaC,i ° n: ' ^ inl ° « 
operates n**™}^?*^™** heati "g »« 
piping placed in mn™ COI ? ta,nm £ Soo feet of in. 

There° are three Hot A^^ d - Utont ,rom the furn * 
drawing room The ^ Re ^ lsters in Parlor, hall a. 

2S.000 lubTcfTet aL I hf Ce Ua ;^ ed b - v *e furnace 
the temperatm-e durlJL th^ ™ d, ? cu,t - v in mainUJnfcl 
rooms and halls at - ? coldest weather in the ma 1 

60 degrees M? ,'° de ^ es a "d in the bed rooms 

window rind d ri l OU t S he : ;, 1 ' l*"^, ^^ d0 ' 
onlv eight tons of coal Ti • ° f T ,3St w,nter ' l 

than nine tons r ^ . WlB . ter J wi » not ust !1 
svstemoflcu'inir. m0t I, l ,a e ine a more economic 
furnace l under g p e &^ r "V 1 ^^ « iv,n S ^ T! 

check damped' I attend ^0^ W ', h , lhe dam P ere a « 
difficulty with it whS lo,t «^arlyand I have 1 

heating I be e ve 1 7^ Fvom my experience 
most e^onot^nnT/mXr " ° nC ° f th " besl " 



■ j 
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From Dr. J W. Culver, Willard Port. 

June 15, 'SS. 

The No. 4.5 Hilborn Furnace J. II. Roue put in for 
me last summer is giving me entire satisfaction. It 
heats my whole house nicely and does not burn more 
wood than I would use in one stove. I can cheerfully 
recommend the Hilborn Furnace to the public. 



From Charles W.Williams, Head Master Wiiliamstown 

High School. 

March 19, '91. 

The furnace which your agent placed in the High 
School here has given me the most unqualified satisfac- 
tion. I have been able to raise the temperature of the 
several different rooms to any desired degree in a very 
short time. I have great pleasure in recommending 
your furnaces to any person desiring a steady and 
resular heat at a small cost. 



From Methodist Church, Windham. 

April 2, '91. 
Mr. Robinson the Secretary of the church was very 
sick when vour circular came to hand and is not yet 
able to be out. He however requested me to write you 
he would cheerfully give a testimonial as the fnrnace is 
a decided success as it will warm either the basement or 
the church in the coldest weather in an hour from the 

time the fire is started. 

Robert Orf.ex. 



From Church Committee, Windham Centre. 

May 31, '88. 
We received a card from you asking for a testimonial 
from us. We like your furnace first-class. It has given 

u» every satisfaction. , 

! E. Robinsox, Sec y. 

Committee: - R. Greex. 

( I. Glover. 



From John Martin. Brunswick House, Wingham. 

Nov. 10, '90. 

This is to certify that I have two of Clare Brx>s. & 
Co's Furnaces in my hotel and I have tested them 
thoroughly and find that they heat ™J.rJoteh^ 
very comfortably which is three stones high and thej 

give me entire satisfaction. I would there ^com- 
mend them to any person or persons about to put in a 

furnace. 

From Wm. Smyth, Wingham. 

Feb. iS, '91. 
I have had one of vour Hilborn Wood Furnaces in 
my house for the past "three years and it has given me 
3&rt Satisfaction in every way and it is a great saving 
in wood. I cheerfully recommend any person contem- 
ptaS£ putting in a'furnace to get one of your manu- 
facture. 

From A. Roe, Wingham. 

July 2, '90. 
In reply to vour letter in reference as to how I like 
the No « Hilborn Furnace that you put in my hotel I 
n i <-ht say that I took a great deal of trouble III decid.ng 



on what furnace to put in. After making a great many 
enquiries and hearing so many favorable reports of your 
furnaces in healing large hotels I at last decided to rt.y 
your furnace. Although I might have bought furnaces 
for considerable less money I can now say after testing 
it thoroughly that it has fully bourne out all tha you 
represented it to be and in fact has done more. It has 
heated my hotel so satisfactorily that it has been com- 
mented upon favorably by all my guests It has been a 
very great saving to me in fuel and labor, it is easily 
regulated and I have no hesitation in recommending it 
to any person contemplating putting in a furnace. 

From II. Davis, Wingham. 

Feb. 21, r 9I. 
On the strongest recommendations of a number of 
my friends I had one of your Medium Size Furnaces 
placed in my private residence and am thoroughly 
satisfied with my investment It required three heating 
stoves, two wobd and one coal to moderately heat my 
house. The furnace now keeps every room comfort- 
ably warm and at a total expense for fuel of less than it 
cos't to run the one coal stove. This result besides a 
great saving in labor should satisfy any one. 



From Tas. Pirie, Secretary Chalmers Church, Winter- 
bourne. 

Jan. 27, '91. 

I am verv much pleased to inform you that the No. 
S c Hilborn Furnace which you put in Chalmers church, 
Winterbourne, is giving the best of sanction, heating 

the whole church thoroughly. I can therefore heai tily 
recommend it to the public. 



From John Pirie, Winterbourne. 

February 1, '91. 

I am pleased to say that the furnace, (No. 55 Hilborn) 
which you put tntomy house is heating it nicelv, and 
is a ereat comfort over the old way of heating with 
Stoves. Altogether I am much pleased with the in- 
vestment. 

— 

From G. C. Field, M. D., and Police Magistrate, 

Woodstock. 

June 9, '88. 
I take pleasure in testifying to the complete satisfac- 
tion criven bv the Tubular low-down Radiator, No^ 13b, 
manufactured bv Clare Bros., Preston. I j^h^sed 
one last fall from" Messrs. Patrick & Powell, Woodstock 
with which ovir house (a pretty large one) was kept at 
summer heat throughout during the past winter, with- 
out difficulty, to our very great comfort. Mouse is 20 x 
35, with L of iS x 20, all two stories. 

From E. Dawson, Coal Dealer, Woodstock. 

May 1 5, '88. 

Regarding furnace, placed in my residence by your 
agent?, Patrick & Powell, Tubular Low-down Radiator, 
No. 138, would say I am well pleased with it, nnd it a 
good heater, economical and easy to manage. Mew 
house, well heated from start to finish of season on rive 
tons of coal. House 24 x 30, with L 18 x iS, two Hats. 
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From Eli Marshal!, Woodstock. 

Tubular*! »7£^TF ™ ,* Mn S »«™ ^tf 
U*t fall .m our ll I ? ad p? r Ur "^P^ i^o my haute 

entire mU£to^£^ ? Powe "' hafi §*"■ ^ 

gas or dus can r ""T^ wood and coaI " **0 

comfort i„ he I h o^e 1,,Und ft f °'" econ ^ *nd 



FVom T. L. Chn- k son of R. flickers & C o., Builders 

and Contractors, Woodstock. 

the wi„teV^ ^eihat ,h T k' ? "V **•>' that J find & 
furnace, No iV ?i h % 1''^ Low Ra <««or steel 
It is quick to heat n d 25? f r d #*■ is a access, 
dust, no gas a d ret »£ f lotS ,° f ,L ' Jt m ^kes no 

ton, of ofi knd J iXf wn T^ fUd - J U * ed fo - 
with either coal o'r wood M v " J? ,S f~* t0 "»»»** 
brick, 24^ x3 4 ^. - v house »s a twostorej 



Fr 



om 



Fred. Havwood, Woodstock. 



The two Preston t„k. 1 r ~ Ma - V 22 > '88. 

placed in my bui,d°n<, h , " ^ "Jf* 11 " fur "«e« 

'ast fall, havep"ea S ef m/tr* 8 ^ Patrick & ^well 

the patent fused Joints in I * Tu' and r fi » d *« 
and make stee 1 furnacl eZ I \ ** * U Ce,nent **. 
cast iron furnace.^ and m X ' J ^ l^ Ure from ^ as 
much quicker radiatars a^d J * ' aS the .>' are *° 

both coal and wood cJnVecotnt^^K^^^ thtm with 
economical and eas ■ To "„ nan ™e *"» &S W, « ^ 



From Xesbitt Bros., Woodstock. 

We have used the Selffe~ii «r June 5, '88. 
No. 50, ,»ade bv Clare BrS fl n! Water, °° Furnace, 
Powell, of this place for Sfl' a " d P" 1 ln b - v Pat "ck & 

have heated our\ u i J^V i%\ / tn^ "*»*». «* 
cellar. Office on se ond fla it ' CC St ° ries a » d 
q-Ving special heats w e ta TnT S ^ each re " 
building and haveused less than twS her 6toves in the 
winter. VVe have had the nr" , 7 l ° nS ° f Coa] P" 
fact could not too Wj'^oZZ&E' ""'^i In 



From R. W. Sawtell Woodstock. 

The three Tubular Steel R ni • , ***** 3 °' ' 8S " 

furnace,, made b/ciare I ros tnH VI ^ L °" Radiat » r ' 
race bv th-ir agents P , • ^! P ' aced in m >' Ter- 

entire satisfaction. ' SS^J^^ ^ «*«" US 
nom.cal in the use of coal" ThTJ °T r ° l Hnd eco " 
adapted for burning wood". " C *° ad miraoly 



*- O, Frank c. 3^^. ,, s R c> d r 
section, waring tart?\ES '^ d "f" th ""fori/and 



require to use our grate even in the coldest „.,,k 
rhe amount of eoal b urn , dur| .heemfre firing 

- '" »a- Uic tuii< \s the ho„ , """"it Hut,, „ 

pec. to in an ordinary ui„, ' ' I' ,' "ti?^ *» ' ! 
^o « 30, with kitohen .8 x 30. afi two Btoriel '" 



From A. M«bber, 7 o Oafori St, Woodcock, j 

and even more «C ^utuuLd tor" ™ ^ to '* a " 
economy of fuel, gr ,- at heating apac vanH "^ ° 

managemf nt, and looks as well now »" C " ° 

My house is a two-atorev brick L He ?™ put in 

kitchen at back, all he,ni. d bt\, nac f "'* '^. Ktore l 
of coal. Stands very h,Vh and «iln l ." ed Mx tont 

distance each way. ° ,n,J SWec P s » for » long 



From S. Brown, Wyoming : 



From Allan Duncan, W ;om in ff . 

up in my house to season ^7^ T nt and fittcd 
heating bv stoves, i perfecilv rl L eqU1, '. e l ,ess fuel than 
Peraturr." I n shortk Jf^ " C ' e f n ' Wlth unif orm tem- 
^uWnotgohaTktoheSKf^ 1 Patisfa ^ion, and I 
compelled To tonc aiingb>- stoves unless absolutely 



From W. B. Calling Wyoming. 

entire satis action h h a ? i ' ° f J hlS vilJa * e ' is gSvinff 
heating stoves j ' COT ^ ^ ^ P|«=e of three^largf 

besides- being mucrclean er In i ^ ° ne St ° ve » 
the stoves and I considerir^ k f" ,ess wood th»n 
- i^now of and i t u ; d ^ *? -- ^ ^ £ 

F- A. E . Han . eyi s — pubHc SchQ 

ming. '" 

This is to certify .„•,, I • . Febr «ary ,8, 'yi. 
after our schoo «U bo H^'h^ "f - firSt Seven «ars 
furnaces, neither of whu- h done ^h'- 3 ' ' T di ^ ren « 
each haying to be a*S k "'' wo,k P™perlv, 

rootns. Whe,, three t^ " stoves in the eacheS 

furnace we had Zli\Z*Tr T" di8Ca '. ded ,he 6 «°"" 
the termination of tl e nm na {,"„ ?M P J Ut in on trial - At 
faction that i, was pafd P fm a ' d ,'' had S i "en such satfe. 
™ nasgiyen the best of "L'.is^, ™ "^ ' imc tiM "»» 
ances will last ten y c ar s ' n a "' , and '° a " a PPear- 
fnel and .|| parts of " he vario.l '' ft bumS Ver " »"'« 

temperature. We ^|?2?!u 0,l S are ° f " le s: "" e 

replaced bv any „„„" ? u ™,«* * ° «"thout it or have it 
furnace was ptl, in for SS3SL "' °'' ' f an - ( 0ther 
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From A. McKay, Wyoming. 

February iS, 91. 
The No. 35 Ililhorn furnace which I purchased from 
Mr. Laffertj hist season, has given me peifect satisfac- 
tion during the past winter and I can cheerfully recom- 
mend it to anv person wanting a clean, economical wood 
heater. Heating with stoves is a thing of the past with 
me. 



Manitoba Testimonials. 

From M. E, Broughtor, Sec'v. Arden Methodist 
Congregational Church, Man. 

February 19, '91. 
I have pleasure in saving that the Ililhorn furnace 
put in the Methodist Church of Arden bv you in 1889, 
has given entire satisfaction. 



From Geo. G. McLaren, Indian School, Birtle, Man. 

February 28, '91 
Our large building is heated by one of your furnaces 
and I am pleased to have the opportunity of saying that 
it ha* given unqualified satisfaction. The draft is good, 
it discharges a great heat and up to the present time not 
a particle of smoke has ever passed through any of the 
registers. I have no hesitation in recommending your 
furnaces to all intending purchasers. 



From J. A. Markle, Birtle, Man. 

March 21, '91. 
The No. 45 Hilborn 'Wood Furnace which agent Mr. 
Doig put in my residence last fall is giving the best of 
satisfaction and I consider it the best furnace made. 



From G. S. Hallen, Solicitor, Birtle, Man. 

March 21, '91. 

Last fall vour agent Mr. Doie put in my house a Xo. 

35 Hilborn" Wood Furnace and I am pleased to say it 

has stood the test of very severe weather and gives every 

satisfaction. It is also very complete and easily managed. 



From J. S. Crawford, Birtle, Man. 

March 24, '91. 
I had one of vour Hilborn Wood Furnaces placed in 
my residence bv your agent Mr. Doig and I have much 
pleasure in stating that it has given me every satisfaction. 
The consumption of fuel is not large and I feel sure this 
class of furnace is well adapted for use in this country, 



From F. W. Adams, Brandon, Man. 

February 12, '91. 
I have pleasure in stating- that the Pleasant Home 
Furnace which was placed in my residence is giving 
every satisfaction. It heats lhe house comfortably in 
the coldest weather and is very economical In the use of 
fuel. 



From F.B. McKcnzitf, Flour and Feed, Brandon, Man. 

February 12, '91. 

The Pleasant Home Furnace supplied by Clare Bros. 
& Co., for my new residence has now been in use two 
years and has given me every satisfaction. I find it ex- 
tremely economical in fuel having only used six and one 



half tons of coal during the severe winter of 1889-90.- I 
have great pleasure in thus testifying to its efficiency. 



From Wilson & Smyth, Wholesale Furniture, Brandon. 

February 12, '91. 

We have much pleasure instating tqatthe furnace 
put in bv your agents, Messrs. Smyth Bros., of this place 
has eivenus every satisfaction. 

From J. Fleming, Brandon, Man. 

February 14, '91 • 

The furnace you placed in our gymnasium succeeded 
bevond our expectations in keeping the rooms warm* 
although the building was by no means a finiohed one 
If it had had a fair test, that is as far as the building is 
concerned it would have been too warm. 



From Alex. Fleming, M. D., Brandon, Man. 

February 13, '91* 
The furnace of your make which was put in my house 
some three 3 ears ago I am pleased to state has given, 
entire satisfaction. It has heated the house house thor- 
oughly and has given no trouble. 

Frgm Otto Schultz, Gretna, Man. 

March 16, '91. 

T have had one of your furnaces in my dwelling house 
for three years and desire to express my entire satisfac- 
tion of its heating capacities. I find it very easy to- 
regulate, very little work for attendance and using only 
a fair quantity of fuel. 



From Peter Siemens. Gretna, Man. 

March 18, '91. 

We are well pleased with the No. 138 Marvel Furnace- 
which vour agents Messrs. Pettigrew & Co., put in for 
me last fall. It has done all you promised it to do. 



From Chas. Wahn, Gretna, Man. 

March 17, '91. 

The furnace which I bought from your agents Messrs. 
W. D. Pettigrew & Co., has given me the best of satis- 
faction. I would not be without it at any price. All 
the coal I burned last winter and this is less than seven 
ton. Before I got the furnace I used two coal stoves- 
and burned again as much coal and the house was never 
as comfortable as it now is with the furnace. I have 
seen several kinds made ny different makers but none 
suited me as well as the kind you manufacture. 



From Isaac Riley, Stonewall, Man. 

March 10, '91.— I have much pleasure in testifying 
to the superior merits of your Hilborn wood furnace. 
I use less fuel than I did with stoves and the trouble 
is not half as great. I would not be w ithout your 
furnace for double the price. 

From Rev. M. C. Rumble, High Bluff, Man. 

February 10, '91. 

The two No. 55 Ililhorn furnaces which you put ir> 
the Presbyterian Church and Manse last fall have given 
the best of satisfaction. Wo have had lots of- reserve 
power the coldest day this winter. Last fall everything 
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in the Manse from cellar to roof froze, this year nothing 
has frozen but flowers are blooming beautifully in all 
parts of the house. 1 believe the Ililborn furnace to be 
the easiest managed, simplest and best furnace made. 



From Joseph Guerrette, Keewatin, N. W. T. 

January 23. '91. 

The Ililborn furnace which your agents placed in my 
hotel heat it to the best of .satisfaction. I think ihe Ilil- 
born furnace to be the best in the market. It is also 
very economical. 



From A. E. Christie, Manager Union Bank. Moosomin. 

* 

April 3, '91. 



No. 134 Steel Body Furnace which your agents. 
. Millar & Co., put in this office last winter, has 



The N 
Messrs. Millar fi£ Co., p 
given excellent satisfaction. 



From I. Daniel, Mayor, Moosomin, N. W. 'J*. 

March 26, \j\ . 
I have much pleasure in stating that the NO. 138 
Pleasant Home Furnace, which I bought from your 
agents here, and which was placed in my house in the 
fall of 1889, has given even satisfaction and I can 
heartily recommend it to any one wanting a first-class 
furnace. 



From D. II. Harrison, Danker, Neepawa, Man. 

February 24, '91 . 

The Ililhorn Wood Furnace w hich your agents. 

The Skelding Hardware Co., put in my house in Oct., 

1889, has given me great satisfaction. I find it a good 

heater, economical, easil y managed and clean! y i n 

Gvery respect. 



From J, J. Richardson, Neepawa, Man. 

February 22, '91. 

I have much pleasure in testifying to the economy 
and efficiency of your No. 35 Wood Burning Furnace 
put in my new brick house, 30 x 3-- tuo stories high. 
Although we have had the mercury 42 below zero we 
have never had the inside of the house less than (>o 
above. My flowers are in bloom all wii.tcr. 1 might 
say I have built in eight or ten for 01 her people in this 
town, and they are all giving good satisfaction. 

From Geo. Rochester, Neepawa, Man. 

March 20, '<j\ . 
I have much pleasure in stating that the furnace 

which I purchased from your agent here has given 
every satisfaction and has proved to be all you claimed 
at to be. 



From B. Franklin, Principal Lansdownc College, 

Portage la Prairie. 

July 14, '90. 
I have much pleasure in staling that the Ililborn 
Furnace put in the college by your agents. Messrs. T. 
<$: W. Millar, of this town, has given good satisfaction. 
I would recommend it to anv desirous of securing a 
first-class furnace. 



From W. L. L\ all, Merchant Taylor, 
Portage La Prairie. 

July 14, '90. 
In reply to vour question as to how 1 like the Ilil- 
born Furnace you placed in my house last fall, 1 ha 
much pleasure in stating that it has given me entire 
satisfaction. It heats my large house containing nine 
rooms and two large halls thoroughly and every part 

of it. 



From S. R. Marlatt, Lumber Merchant, 
Portage La Prairie. 



July 10. '91. 
The Ililborn Wood Furnace which your agents 
placed in my residence has given complete satisfac- 
tion. Our house, containing seven rooms and two 

halls, was well heated in the coldest of weather. We 
also find it very economical in the use of fuel. 



From Roderick McKenzie, Portage La Prairie. 

July II, 91. 
I am pleased to say that the No. 45 Ililborn Hot Air 
Furnace which your agents, Messrs. T. & W. Millar, 
placed in my house has given the best of satisfaction. 
I am sorry [ did not have one put in long ago. I can 
safely s?av that parties in want of a wood furnace 
should by all means procure a Ililborn. 



From J. P. Young, Portage La Prairie. 

July 11, '90. 
The Ililborn Wood Furnace which your agents 
placed in my house last fall has given the best of satis- 
faction. It did the work of two stoves and did not 
require as much attention as an ordinary box stove 
and no dirt or annoyance in the rooms and on carpets* 
I have no hesitation in recommending this furnace as 
a first-class article for comfort and economy in heat- 

ine a house. 

•- 



From D. M.J. liagerty, Portage La Prairie. jj 

June 10, 90. 
T have much pleasure in slating that the Ililborn 
Furnace which your agent-, Mes-rs, T. & W. Millar, 
of this town, placed in mv residence 
has given the utmost satisfaction. It gives a uniform 
heat in <:\i:r\ room in the house, and in every part of 
each room. It is as easily attended to as one box: 
stove. There is a saving in the consumption of wood 

of at least one-fifth, and this is added to the expense 
of cutting the winter supply makes quite an item in 
favor of the furnr.ee a> against the Stoves. Then again 
there is no dragging of wood through the house, no 
daily removal of ashes and by keeping the water pan 
constantly filled (a very easy 'task) the heated air is 

soft, pleasant and healthful. I wish also to state that 
the furnace you placed for me through your agents in 

the Grand Pacific Hotel, has given great satisfaction^ 

the proprietor and guests having on several occasion! 
last winter remarked to' me that the furnace was the 
correct thing for Manitoba winters. And again the 
furnace placed by your agents in the Union Hotel has 
done more than was expected of it, as J thought it 
would be necessary to have placed a second one in 
the building, but the tenant informs me that one is 
quite sufficient. 



■ 
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From W. Brydoh, Contractor, Winnipeg, 

March 23, '91. 
The furnace which I purchgsed from jour agents 
Messrs. \V. I). Pettigrew & Co., has proved to be what 
vou claimed. Ii has heated my house thoroughly in the 
coldest weather. My house contains about 1 5000 cubic 
feet and the kitchen has aboot 5000 additional cubic feet 
and the furnace ha* warmed the whole building thor- 
oughly. 1 take -real pleasure in recommending jour 
Unborn Hot Air Furnace. 



From Win, llespeler, Mgr. Manitoba Land Co., 

Winnipeg. 

March 20, '91. 

I am well pleased wiih the furnace which I bought 
from your agents two years ago. I cheerfully recom- 
mend the furnace to all intending purchasers. 



From M. O. O'Loughlin. Winnipeg. 

March 19, '91. 

The furnace which I piuchased from your agents and 
which I used during the past winter I have no hesitation 
in saying that I consider it a success. I am satisfied the 
consumption of fuel is much less than in heating the 
house in the usual way by stoves. By your method of 
heating, the floors are also warmed so that the general 
comfort of the house is increased materially. 



From W. H. Rourke, Winnipeg. 

March r3. '91. 
The furnace which I purchased from your agents 
Messrs. W. D. Pettigrew & Co.. has more than satisfied 
me. My hou-e lias been more than comfortably heated 
and the floors have been warmed and more free from 
drafts and the general comfort much greater than when 
I used stoves. It also requires less attention than stoves 
and everything is free from dust and smoke and is con- 
siderably more economical in fuel. I can confidently 
recommend the No. 55 Hilbom Wood Furnace to any 
one contemplating building to heat a house or public 
building. 



From M. E. Forth., Winnipeg. 

January 20, '91. 
The furnace which I purchased from your agents j 
am highly delighted with. The whole house is comfort- 
ably heated in fact it is too warm most of the time. I 
dont think we shall be afraid to face 40 degrees below- 
zero with the heating apparatus we now have. I can 
cheerfully recommend this furnace to all intending 
purchasers. 

From Thos. Nixon, Winnipeg. 

March 2, '91. 
The furnace which I purchased from your agent Mr. 
Wm Stephenson gives entire satisfaction. In fact 1 am 
very much pleased to be able to inform you that my 
family has not been so comfortable since we came to 
reside in Winnipeg now some 17 years. 



From C. D. McDonald, Winnipeg. 

March 2, 'cjj. 
This certifies that the No. 138 Marvel Furnace which 
your agent Mr. Stephenson placed in the Kildonan 



Manse last year has given entire satisfaction and also 
Mr. Stephenson is a very skillfull and painstaking 

mechanic. 



From Thos. Clark, Winnipeg. 

January 30, '91. 

This is to certify that I have had one of your No. 142 
Marvel Furnaces "placed in my house by Mr. Stephenson 
and it gives perfect satisfaction. I have special pleasure 
in recommending it to any one contemplating putting; 
in a furnace. 



From Archy Mcliean & Co., Winnipeg. 

January 31, '91. 

The Xo. 146 Marvel Furnace which was put in my 
house by your agent Mr. Stephenson we are pleased to 
sav has given us every satisfaction. Our house before 
going into it was reported to be a very cold one but we da 
not know what cold is since we have the furnace in our 
house. Your system of heating and locating of furnace 1 
is all that could be desired. I have great pleasure in. 
recommending your furnaces to the public. 



From Geo. Craig, Winnipeg. 

January 30, '91. 

It is with the greatest of pleasure I certify to the gen- 
eral satisfaction of the No. 45 Hilborn furnace which I 
purchased from your agent Mr. Stephenson. I look 
upon Mr. Stephenson as a thoroughly reliable man, be- 
lieving him to be a good mechanic especially in the fur- 
nace business. We believe the real mechanical workings 
of the furnace to be very <rood. If we had more fur- 
naces to put in we would certainly give the work to Mr.. 
Stephenson. 

From J- M- O'Loughlin, Winnipeg. 

February 17, '91. 

The furnace which your agents put in my house last 
fall has given me every satisfaction. I believe I used 
les§ coal with it than 1 used with the stoves and the 
comfort has been much greater. 



From A. llollovvay, Winnipeg. 

February 17, '91. 

The Marvel furnace which I purchased from your 
agents Messrs. W. D. Pettigrew & Co., has given me 
every satisfaction. It is easily regulated, requires very 
little" attention and heats the house very comfortably 
with an economical consumption of coal. I take much 
pleasure in recommending the furnace to the genera 
public. 

From C. Graham, Clerk of Executive Council, 

Winnipeg. 

• 

February 13, "91. 

As one of the tenants of the Caldwell Block on Ken- 
nedy street in this city which was supplied by your firm 
with the Marvel furnace I have much pleasure in testi- 
fying that the furnace has given me every satisfaction 
and has been fully equal to my highest expectations, 
giving a well distributed heat throughout the whole 
house and with an economical amount of fuel. I cannot 
speak too highly of the manner in which your furnace 
has performed its work in my house. 
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From Jas. Patterson, M. D., Winnipeg. 

March 10, '90, 

The No. 138 Marvel furnace which your agents 
Messrs. White cV Co.. placed in my house has given us 
every satisfaction. Every corner of the house is new 
warm and comfortable. "The hot -water attachment is 
invaluable, we would as soon do without the furnace as 
do without this. We have not had the slightest trouble 
with gap, dust or anything else. 



From John Watson, Winnipeg. 

February 7, '90. 
The No. 134 Marvel furnace which was put in ray 
house last fall, lam pleased to state, has given ^every 

satisfaction. It is easily managed and economical in 
the consumption of fuel, free from gas, dust and smoke 
and furr.ishes a pure and full supply of warm, moist air 
5it all times. You have the correct principle of healing. 

From Thos. Gilrov, Winnipeg. 

February 2. '90. 
The hot-air furnace manufactured by Clare Bros. & 
Co., and put in by Messrs. White & Co., of this city, 
"has given me the greatest of satisfaction. It is entirely 
free from dust, smoke or gas and has never failed to 
give out all the heat required. The house being large, 
23000 cubic feet. Th«- grate, ash sifter and ash pan are 
of the greatest service, saving an amount of labor. I 
most heartily recommend thi< make of furnace as an 
efficient, economical and easily managed furnace. 



From Thos. Ryan, Winnipeg. 

January 20, '91 , 
1 have had two of your llilborn hot-air furnaces in 
mv block, both of which have given the best of satisfac 
tion. T have much pleasure in recommending your 
system of heating. 

From S. R. Parsons, Winnipeg, Man. 

February 2, '90. 
I have inch pleasure in stating that the No. 138 
"Marvel furnace, which was placed in my house by 
"Messrs. White & Co., has given me the utmost satisfac- 
tion. I have had what I consider the perfection of 
heating throughout tne winter, as the air in all parts of 
the house is warm, fresh and moist, and free from gas 
-and dust. 



From Louis W. Coutlce, Winnipeg. 

March 7, 91. — I have used one of your steel body 
hot air furnaces in my house for the last three winters 
and have found it satisfactory in every respect. It is 
not as much trouble to manage as an ordinary coal 
stove, and causes no dust or gas. It is attended with no 
more expense than an ordinary coal stove and burns 
less coal. My house has about 25,000 cubic feet to heat 
for six months each season, and as we have had much 
sickness in the family we keep up as nearly as Ave can 
a temperature of 70 degrees. With stoves in 1SS7 we 
used some 15 tons of coal for heating purposes. In 
18S9 it only took six tons of coal, and we had much 
greater comfort. Your system keeps the floor warmer 
than any other system I have ever seen, and permits 
of the least possible draughts. I consider my furnace 
capable of heating a house as large again as mine. and 
in the event of adding to mv house I intend asking 
you to put in a hot wnter attachment. I have great 
pleasure in recommending your furnaces as the best 
have seen. It is simple, convenient and economical. 



Quebec Testimonials. 

From S. R. Brock, Ay 1 win. Que. 

January 26, '91. 
The furnace you placed in my house has given me 
entire satisfaction, so much *o that I can cheerfully 
recommend any person requiring one to purchase from 
your firm. 

From C. C. Bailey, Cookshire, Que. 

March 9, '91, 
The No. 134 Pleasant Home, with radiator, furnace 
which I bought from your agent last fall, has given 
perfect satisfaction. It is easily managed and I have 
had no trouble in maintaining an even temperature of 
about 70 degrees, in a house 28 x 38, even when weather 
is 30 degrees below zero. 



From Father Michel, Buckingham, Que. j 

March 15, '91. 
The two furnaces of your make, which were placed 

in the church here, of which I am Priest, have given 
the best of satisfaction. I can cheerfully recommend 
your furnaces and also the work of your mechanics. 



From J. Chatclain, Parish Priest, Buckingham. ! 

April 2, 91. 
I take pleasure in stating that the hot-air furnace, 
which was placed in my church, though spacious, has 
heated it in every respect. Yours are a great improve- 
ment on the other style* of furnaces. 



From L.N. Bourgeois, Danville, Que. ) 

February 20, '91. 
I have had one of your Hilborn hot air furnaces for 
three years and it has, given entire satisfaction. 



From John Wadleigh, Danville, Que. 

February 21, 91. 
I have used one of your furnaces for three years and 
it has given entire satisfaction. 



From Dr. E. R. Darche, Danville, Que. 

February 21, '91. 
I have had one of your Hilborn hot air furnaces in 
my house for the last three years, and it has given me 

entire satisfaction. 



From L. Joubert, Danville, Que. 

February 21, '91. 
This is to certify that the No. 35 Hilborn" wood fur- 
nace, manufactured by Clare Bros. & Co., of Preston, 
which was placed in my house in the fall of 1887, gives 
entire satisfaction. The use of the furnace is much 
cleaner and gives less trouble than the use of stoves. 



From John Kerr, Rector All Saints 1 Church, Dunham, 

Que. 

August 3, '88. 
I am much pleased with the furnace vou put into our 
church last year. I behave it is going to give us great 

satisfaction. s 



From Thos. Stuart, Lachute. \ 

T - February 19, 91. 

1 have great pleasure in stating that the furnace which 

I bought of your agent, Mr. Moffatt, which was placed 

in mv hotel, has given me entire satisfaction, having 

heated the hotel in the coldest weather and I find it very 



in 
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economical in the use of fuel. 1 would cheerfullv 
recommend this furnace to any one in want of a first- 



cla>s heater. 



From E. B, Abbot, Lenox ville, Que. 

T , x . , June 14, '88, 

Ine No. 55 furnace that I got from you last fall for 
mv new store has given verv good satisfaction. The 
new store 1-; much larger than the old on.> was. but I 
never burned so little wood as during the past winter. 



From \V. McKenna, Magog, Que. 



_. x . June 2, 'SS. 

The No. 35 Hilborn furnace which vou sent me last 
fall [ placed in a large house in this village. It has 
given good satisfaction and done all you recommended 
it to do. I consider it a first-class furnace in every re- 
spect. 



From James Alexander, Treasurer Committee Congre- 
gational Church, Melbourne, Que. 

April 13, '91. 
This is to certify that the No. 55 Hilborn Furnace put 
in our church by your agent. Mr." K. Rattray, Richmond, 
has given perfect satisfaction. We can safely recom- 
mend them to all parties in want of a furnace for a 
church. 



From H. Davidson, Sherbrooke. 

February 20, 'gi . 
The Xo. 134 Plea-ant Home Furnace which I pur- 
chased from jour dealer here in December, 1889, has 
and is giving entire satisfaction, both as regards heating 
and economv of fuel. 



From Geo. Long, Sherbrooke, Que. 

July 21/88. 

I have used the -'Hilborn" Furnace purchased from 
vour agents, R. & II. Sampson, during the past winter, 
and find it has borne out your representations in every 
particular, and given me entire satisfaction. 



From R. B. Robinson, Sherbrooke, Que. 

July 2, 'SS. 

I have much pleasure in testifying to the efficiency 
and economy of the Hilborn Furnace put in my house 
last fall h\ R. & H. Sampson. I can cheerfully recom- 
mend it to any vrho desire to heat their houses with hot 

■ 

air. 



From A. II. Anderson, Sherbrooke, Que. 

July 16, 'SS. 

The "Hilborn" Furnace used in my house during last 
winter has given me entire satisfacton in every respect. 



From I). McManamy & Co., Sherbrooke. 

Feb. 20, '91. 

This is the third winter I have used your No. 13S 
Pleasant Home Furnace and it has given me good satis- 
faction both as a heater and fuel saver, and would 
recommend any one in want of a Coal Furnace to give 
your furnace a trial. 



From R. W'yatt, Sutton, Que. 

June 22, '88. 

I have much pleasure in stating that the No. 45 Hil- 
born Hot Air Wood Burning Furnace put in my house 
last fall by your agents, Messrs. Cutter & Draper, of 
this place, has given me entire satisfaction, heating mv 
house thoroughly dining the coldest weather last 
winter. It is easily managed and verv economical. I 
would cheerfullv recommend the Hilborn Furnace to 
any person wanting a first-class healer. 

From James Latieur, Sutton, Que. 

March 26. '91. 

I take pleasure in recommending to my friends and 

the public your Hilborn Hot Air Furnace." I had a No. 

$3, put in my house by your agents, Messrs. Draper & 

Co., and am very much pleased with it in every respect. 



From J. I. Wallace, Waterloo, Que. 

Jan. 19, '91. 
I think the furnace of your make which I purchased 
of you is a good one and seems to do good work with a 
verv reasonable amount of wood. 



From D. Schurman, Summerside, P. E. I. 

March 27, '91. 
Having heard of the Superior qualities of vour Hot 
Air Furnaces used in the Rectory I wrote the" Rev W. 
H. Sampson and upon his recommendation I purchased 
one of your Steel Dome Furnapes. I can cheerfully 
recommend it to intending purchasers as being all you 
claim for it. There is a prejudice in this Province 
against Hot Air Furnaces because inferior ones have 
failed to give satisfaction. The principal cause being 
the escape of soot and smoke. Your furnace being of 
steel and so constructed that it does not warp or crack 
there is consequently no chance for this serious and 
fatal objection. We have had a severe winter and the 
house has been very comfortably heated. Your sv&tem 
of dampers is perfect. 



From F. \\\ Strong & Co., Summerside, P. E. L 

Jan. 31, '91. 

I have pleasure in stating that the No. 35 Hilborn 
Furnace which I have had in use in my dwelling during 
the last two years has given every satisfaction. It does 
the work of five stoves and grates at about one third the 
cost for fuel and requires less attention than an ordinary 
stove, I have no trouble to maintain an even tempera- 
ture through the house, which seldom drops more than 
10 degrees during the night in the coldest weather, I 
consider this mode of heating dwellings, churches or 
stores far superior to hot water or steam and regret that 
I did not adopt it before. 

From A. II. Smith, Truro, N. S.' 

Jan. iS, '91. 

I am very much pleased with the Hilborn Wood 
Furnace I got from you in the fall of iSSS. It is a 
powerful heater and the best made furnace I have ever 
Been, all the joints are perfect, allowing no leakage of 
smoke or dust,in fact it is mechanically made throughout 
and I can confidently recommend it to any one desiring 
solid comfort when the thermometer stands at 25 below 
zero. 
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From Jas. Little, Truro Academy, Truro, N. S. 

Feb. 21, '91. 
The No. ,38'Marvel Hot Air furnace placed in my 
house last fall bv Mr. Jamieson your agent of this place 
has given complete satisfaction. Although the weather 
has been verv changeable and severe it has tee£ 
work well with a moderate consumption of fuel and 
verv little trouble in attendance. The large radiating 
surface presented to the incoming fresh air and the 
attached cinder sifter would indicate fhstlt !• « OllOim- 
cal The dust flue and general structure is clean)} and 
convenient. From my experience I have no hesitation 
in recommending this furnace to any one wishing a nrst 
class heater. 



the Manse bv your agent, Mr. Jamieson and ] 
conscientiously say that it gives us unqualified sue 
It diffuses a mild, agreeable heat to every part 01 
building to which its genial influence is admitted. I 
cordially recommend it to any one wishing to secure 
furnace" which is superior to anything of the kind Wll 
which I am acquainted. 



,i„ 



From Thomas Cumming, Pastor of St. Andrews 

Church, Truro. 



Feb. 24, '91 



M 



We have now had ample time to test the No. I 38 
arvel Hot Air Furnace which was recently placed in 



From Geo. McLeod, Bible Hill, Truro, N. S. 

Feb, 24, '01. 

Your No 1 38 Marvel Furnace ordered through M 
Tamieson and put in my house in Nov. last has g 
"me complete satisfaction. With an ord: 

amount of coal and attention it has been all that con 
be desired and for convenience and freedom from du 
I have no hesitation in recommending it to any one r 
quiring a good Hot Air Furnace. M 



A Partial List of the Churches which We are Heatin. 



Methodist Church, Arden, Man. 
St. Joseph's Convent. Arthur. 
Methodist Church, Alma. 
Presbyterian Church, Aurora. 
Catholic Church, Alliston. 
St. Paul's Presbyterian Church. Al- 
liston. 
Presbyterian Church. Arnprior. 
Methodist Church. Bridgeport. 
St. Peter'6 Church. Berlin. 
.St. Paul's Lutheran Church, Berlin. 
Evangelical Church. Berlin. 
St fohn's Church. Berlin. 
St. Marv's Church, Barne. 
Catholic Church, Brechin. 
Methodist Church, Bradford. 

M. E. Church. Bradford. 

Methodist Church, Bracebridge. 

Baptist Church, Brampton. 
Methodi-t Church, Blythe. 
Methodist Church, Bealton. 
Mcintosh Church. Bchnore. 
Methodist Church, Bluevalc. 
Catholic Church, Buckingham. Q. 
Methodist Church, Carleton Place. 

Presbyterian Church. Chatsworth. 
Salvation Armv Barracks, Cheslej . 
Catholic Church. Chesley. 
Methodist Church. Chesley. 
English Church, Coldwater. 
English Church, Coulson's Corners 
Presbyterian Church, Coulson's 

Corners. 
Zion Church. Carleton Place. 

Presbyterian Church. Boon. 
Baptist Church, Drumbo. 
All Saint's Church, Dunham, Que. 
St. Paul's Church, Dunnville. 
Methodist Church, Dundelia. 
St. Andrew's Church, Eldon. 
Catholic Church, Elmira. 
St. Paul's Church, Elmira. 



Evangelical Church. Elmira. 
English Church, Flora. 
St. Andrew's Church, Fergus. 
English Church. Fordwich. 
Knox Church, Gait. 
Baptist Church, Gait. 
Catholic Church. Georgetown. 
Weslevan Church, Gravenhurst. 
Chalmer's Church. Guelph. 
Methodic Church. Guelph. 
Methodist Church, Hagersville. 
Methodist Church, 1 larriston. 
English Church. Hawkesbury. 
Presbyterian Church, Hawkesville. 
Baptist Church, Hanover. 
Lutheran Church. 1 [ano> er. 
Presbvterian Ciiurch, Havelock. 
Methodist Church, Havelock. 
Presbyterian Church, Hespeler. 

Methodist Church. Hillsdale. 

Presbyterian Church, High Bluff, 

Nf an. 
St. George's Church, HaJiburton. 

Melhodist Church, Ilderton. 
Knox Church. Jarvis. 
Presbyterian Church, Kingston. 
Methodist Church, King. 
Presbyterian Church, King, 
Congregational Church, Lanark. 
Methodist Church, Laural. 
Presbyterian Church, Listowel. 

Methodist Church. Li-towel. 
Salem Church. Little Britain. 
Lutheran Church, Maple. 
Congregational Church, Melbourne 

Que. 
English Church, Midland. 
Presbyterian Church, Midland. 
Catholic Church. Mount Forest. 
Methodist Church, Mimosa. 
Millbrooke Church, Millbrooke. 
English Church, Napanee. 
Catholic Church, New Germany. 



Catholic Church, Newmarket. 
Methodist Church. Neepawa. Ma- 
Presbyterian Church, Norwich. 
Nicolston Church, Nicolston. 
Catholic Church, Norwood. 
Methodist Church. Oak wood. 
Baptist Cnurch. Orillia. 
Catholic Church. Orillia. 

English Church. Ottawa. 
Bay water Catholic Church, Ott 
Baptist Church, Orange ville. 
Presbyterian Church. Omemee. 
Methodist Church, Omemee. 
Y. M. C. A. Building, Owen Sou 
Baptist Church, Paris. 
Methodist Church, Paris. 
Methodist Church, Parkdale. 
St. John- Church, Perth. 
St. Luke's Church, Peterhoro'. 
Presbyterian Church, Petrolca. 
English Church. Preston. 
Lutheran Church. Preston. 
Methodist Church, Regina, N.W. 
Presbyterian Church. Richmoi 

Que. 
Catholic Church, Renfrew. 
Melhodist Church, Saulte S 

Marie. 
Baptist Church, Saulte Ste. Mai 
English Church, Shaw ville, Qu 
St. Andrew's Church. Sherbroo' 

Que. 
Church of the Advent ists, Sh 

brooke, Que. 
St. Dominique Church, Sherbroo 

Que. 
Methodist Church, Shedden. 
Charles Church, South Durhfl 

Que. 
Presbyterian Church, Speedside 
Trinity Church, St. Thomas. 
Baptis*t Church, St. Thomas. 
Catholic Church, St. Agatha. 
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Catholic Church, St. Auicet. 

English Church, Street&ville. 
Presbyterian Church, Starrier. 
German Church, Stratford. 

Catholic Church, St. Clemens. 
South Cayuga Church. Sou tl\ 

Cai uea, 

■a 

Catholic Church, Smith's Falls. 

Methodist Church, Tceswater. 
Methodist Church, Tluxmesford. 

Holv Trinitv Sunclav School, To- 
ronto. 



Catholic Church, Tweed. 
Methodist Church, Uptergrove. 

First Presbyterian Church, Vic- 
toria, B.C. 
St. Andrew's PresbjterianJChurch, 

Victoria, B.C. 
Methodist Church, Victoria, B.C. 
Methodist Church, Windham. 
Preshvterian Church, W aide mar. 
Catholic Church, Waterloo. 
Methodist Church, Westfield. 
St. John's Church, West Toronto 

[unction. 1 — "2D 



Methodist Church, Winchester. 
Chrysler's Church, Winchester. 
St. "Andrew's Church, Williams- 
town. 
Chalmer's Church, Winterbourne, 
Catholic Church, Walkerton. 
Grace Church, Winnipeg, Man. 
Baptist Church, Woodstock. 

Dundas Street Methodist Church, 

Woodstock. 
Union Church, York Count v. 

Methodist Church, Zurich. 



A Partial List of the Schools which We are Heating 



Public School, Aurora. 
High School, Aurora. 
Separate School, Arnprior. 
Public School, Baden. 
Industrial School, Battleford. 
South Ward School, Berlin. 
Ward School, Berlin. 
Mohawk Institute, Brantford. 
Public School. Bridgeport. 
School Section No. 5, Baden. 
Public School, Cannington Manor, 

N.W. T. 
Public School, Cardinal. 
Public School, Chatsworth. 
Public School, Drayton. 
School Section No. 4, Elmira. 
School Section No. 15, Greenfield. 
Public School, Hagersville. 
High School, Hagersville. 
School Section No. 16, Harwick. 
Catholic School, Hawskesbury. 



Public School, Haysville. 
Public School, Havelock. 
Desientient School, Hull. 
School Section No. 3, Kinkora. 
I'nion School, King. 
Public School, King. 
School Section No. 4, Keswick. 
Public School, Lanark. 
Public School, Logan. 
Public School, Listowel. 
Public School, Midland. 
Model School, Madoc. 
Catholic School, New Germany. 
Public School, Outremonte, Que. 
St. Patrick's Separate School, Ot- 
tawa. 
Central School, Ottawa. 
King's Ward School, Paris. 
Lansdowne College, Portage La 

Prairie, Man. 
Public School, Petrolea. 



School Section No. 4, Preston. 
Public School, Preston. 
High School, Queensville. 
Public School, Rainham Centre. 
Public School, Rat Portage. 
Collegiate Institute, Ridgetown. 
School Section No. S, Stratford. 
School Section No. 4, St. Marys. 
Public School, Saulte Ste. Marie. 
Protestant School, Sherbrooke. 
Waterville Central School, Sher- 
brooke. 
School Section No. 8, St. Jacobs. 
School Section No. 3, Sebringeville. 
Public School, Unionville. 
Public School, Waubaushene. 
Public School, Whitechurch. 
Public School, West Montrose. 
School Section No. 2, Westminster 
High School, Williamstown. 
Public School, Wyoming. 



PREFERENCES. 



ABBREVIATIONS — 



Alexandria. 

D. I). McPhee, 13S M 
A. McPhee, 12S M 

Angus McDonald, 134 M 

Archy Bovd, 134 M 

I). A. Macdonald, 142 M 

Aiiiston ami Vicinity. 

J.J.Cain, 45 H 

Henry Longway, (2)35 ll 

Rev. 'II. J. Gitney, (2) 35 ll 

T. W.Clarke, 35 H 

Wm. Agar, 45 II 
N. M. Booth, 53 'I 
Andrew Murphy, 45 II 



P. H. R. 


-Pleasant Home with Radiator. 


M.- 


-Marvel. 


S. D. R. 


-Steel Dome with Radiator. 


S. D.- 


-Steel Dome. 


H. 


— Hilborn wood Furnace. 


M. H.- 


-Maple Leaf. 


c 


-Comfort. 



Patrick Burke, 35 H 
Mark Lubcon, 35 H 

fohn Aitkin 8, 3s II 
\ F.Wilson, 35 IT 
Robert Scott, 35 1 1 
Arnold McLaren, 35 II 

Thomas Ryan, 35 II 

Robert Hancey, 35 II 

Nicholston Church, Nicolston, 45 II 

Catholic Church, 45 II 
Dr. Armstrong, 55 II 

Bank of Hamilton, 45 II 

Geo. I lanscN , 45 II 

St. Paul's Pic-iiytery, 35 M 

St. Paul's Piv.ovterian Church, (2) 

45 H 



Amlierstburg and Vicinity a 

D. A. Maxwell, B. A., 134 P H 

D. P. Sicklesteel, 13S P II 
Dr. Hobley, 13S P H 

F. A.Jones, V. S., 134 P H 

E. Beruhe, 1^2 M 

W.J. Wilkinson, 146 S D 

J. R. Park, 146 P H 

J. A. Patton, 136 S D 

Dr. T.J. Park, 138 P II' 

M. B. Twomev, 132 S D 

J. II. C. Leggatt, 128 P II 

Simon Fraser, 152 M 

J. E. Pulford, 134 P H 

C.J. Ballard, Kingsville, M'iu 

D. L. Wigle, 146 P II 



H 



fa 
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Geo. Mickle, 35 H 
Richard Golden, 35 H 
]. Lockhard, 35 II 
Gilbert Bcrtrand, 45 H 

John Bratt, 45 II 

Cornelius Quick, Colchester, 45 II 
Walter B. Grubb, Colchester, 35 H 
fas. Shay, Colchester, 35 H 
F. F. Bell, Oxley, 45 H 
Thomas Bell, Oxley, 45 H. 
Robert Foster, Harrow, 45 II 
David Konklin, Kingsville, 45 H 
Philip Wigle, Kingsville, 35 H 
Mrs. P. J. Wigle, Kingsville, 35 H 
L. Case. Kingsville, 45 II 
Jonas Wigle, 45 H 
John Brav, Gordon, 138 P II 
J. Hutton, 138 P II 

Arn prior. 

A. McPhee, 54 M L 
Separate School, 55 H 
A. G. Campbell, 146 PHR 
J. J. Nelson, 13S P H 

Presbyterian Church, (2) 55 H 
Artlrar and Vicinity, 

W. W. White, 35 H 

D. F. Kilgour, 35 H 
J. Morrison, 55 H 
~R Martin, 55 H 

G. Swain, Grand Valley, 55 H 

Rev. Father Doherty, 55 H 

A. Ballantyne, 55 H 

Athens and Vicinity. 

L. A. Kennedy, 138 M 

Win. Johnson, 138 M 

II. II. Arnold, 138 M 

S. A. Taplin, 146 P H 

Thos. Vanarnan, 13S P H 

Dr. Cornell, 13S P H 

R. 1). Judson45 H 

Henry Judd, Mallorytown. 

Horace Brown, 35 H 

Uriah Hayes, 34 M L 

A. Parrish & Son, 146 P H R 

P. Wiltsic, 152 S D R 

J P Lamb, 146 P II R 

Aurora and Yicieinity. 

Public School, (4) ^ II 
Dr. Rutherford, (2) 40 W 
Dr. Hillery, 50 W 

I. J. I Iartman, 40 W 
Jonathan Bails, 45 H 

Public School, No. 12 King, 3s H 

Wm. Conover, 13S P H 

Wm. Mulock, M. D., 55 II 

Geo. Cook, 13S P H 

W. C. Clift, (2) 138 P H 

Eli Braund, 136 S D 

J, S. Hughes, 13S P H 

Presbyterian Church, 4c; II 

G. W. Morrison, 13SP II 

D. W. Doan, =;o W 

R Wells (2) 45 W 

II. W. Fleurv, 146 P II 

II. T. Broad," 3 5 H 
Jas. Winster, 55 II 



Dr. Coulter, 138 M 

Mrs. Geo. Bos well, 13S M 

Dr. Hillery 146 M 

Wm. McGill, 35 H 

C. C. Robinson, 434 P II 



. 



Vvr and Vicinity. 



II. Gmelin, 138 P II R 

John Anderson, 138 P II R 

"Robert Ranks, 138 P JI R 

Walter Reid, 4^ H 

John Wyllie, 138 PHR 

David Guthrie, 55 II 

School Section, No. 15, Greenfield, 

35 H 

Jas. M alone, 1 34 P II R 
"Walter Willison, 138 P II R 

Ay ton. 

E. II. Bovle, 3S H 

W. Wenger & Bros., 35 II 
Noah Wenger, 35 II 
Aaron Wenger, 45 II 
Dan Kreller, 55 H 
Jacob Schuell, 45 II 

Baden and Vicinity. 

• 

John B. Snyder. 45 H 

John B, Schmidt, 45 H 

Jacob B. Schmidt, 45 II 

John R. Schmidt, 45 H 

Geo. R. Schmidt. 45 II 

Peter Diebel, y^ H 

Kraus Hotel. 35 II 

Jos Sehl, 35 H 

Edward Bovd, 45 II 

Edward Boyd, 35 1 1 

Hy. Brubacker, 55 II 

Wm. Cooper, 136 S D 

Moses Phanner, Phil'lisburg. 55 II 

Catholic Church, St. Agatha, 55 H 

John Cassell, New Hamburg 33 H 

Peter Grier, Waterloo Tp., 45 H 

Peter Knechtel, Lisbon, 45 H 

Joseph Ran, New Hamburg, 45 II 

Noah Cressman, 35 H 

John Lorentz, ^5 1 1 

Casper Richber, St. Agatha, 45 H 

John Ranev, North East Hope, 45 H 

Public School, 146 S D. 

Public School, 132 S D 

Mrs. Kraus, 134 S D 

Jacob Bowman, 134 S D 

Henry Heldman, 14 C 

Oscar Brickner, 14 C 

Public School, Haysville, 54 M L 

Wm. Kerr, Haysville, 45 H 

Wm. Walker, Haysville, 35 H 

1 1 v. Walker, Haysville, 35 'll 

Fred. Sehl, 35 H 

F. Kraus, 152 M 
F. Kraus, 18 C 

Joseph Adams, Berlin, 134 P II 
C. Roath, New Hamburg, 45 H 

3 (Belleville and Vicinity. 

W. A. Huffman, JBlessingdon, 43 H 
Mr. Coulderv, 136 S D R 
J. B. Ashley, 138 P H 
Harris & Walton, iS C 



Mrs. Alexander, 138 M 
Alex. Sutherland, 138 M 
E, A. Brickman, Rednerville, 43 
Jas. Meagher, 134 M 

Berlin and Vicinity. 

Mrs. Knipfel, 138 M 

J. M. Staebler, 134 M 

j. M. Staebler, 138 M 

T, Schomany, 134 M 

Peter Shupe", 134 P H R 

Fred. Foeaster, 18 C 

D. B. Dewar, 138 M 

Commercial Hotel, 146 M 

J. H. Landreth, 18 C 

John Fox, 18 C 

*L. Breithaup & Co, 136 S D 

George Stemmetz. 18 C 

Isaac Dickman, 18 C 

Chas. Heimbach, 18 C 

John Moffat, 138 M 

Daniel Weaver,German Mills,!^ 

H.J. Hall, 138 M 

Dr. Mc Arthur, 13S M 

Louis Saddler, 138 M 

Aaron Bricker, 13S M 

Chas. Yager, 134 P H R 

Mrs. Wismer, 136S D R 

Henry Gildner, (2) 13S S D R 

Moses Eshlemen, 13S M 

Abraham Boejmer, 136 S D R 

II. S. Backmer, 138 P II R 

R. Douke, 136 S D R 

Mrs. John Roat, 138 M 

John Fennell, 146 M 

Chas. Doerr, 14 C 

John Masse r, (2) 138 M 

Wm. Lackuer, 138 P II R 

Geo. Proud foot, 13S M 

Ben Godbolt, 138 P H R 

Rev. Mr. German. 13S P IUR 

II. M. Andrews, 138 PHR 

Daniel Knechtel, 134PHR 

Thos. Henderson, 134 M 

J. Peahally, 13SS D R 

Alex. McPherson, 138 M 

Court House, 152 S D 

John Cook, 138 M 

Economical Fire Ins. Co., 152 W 

St.Paul Lutheran Church, (2 (142 

Evangelical Church, (2) 136 S I 

St. John's Church, 136 S D 

St. |ohn's Parsonage, 138 M 

South Ward School, (2) 146 M 

Methodist Church, Bridgeport, 4 

Jacob Kaufman, (2) 134 PHR 

D. B. Schneider, 138 P H R 

Menno E. Shantz, 33 H 

Mrs. Chalmers, 138 P H R 

Casper Hett, 13S P II R 

M S Hall man, 138 P H R 

Albert Cornell, 138 PHR 

Tohn Bristoe, 138 PHR 

"Geo. Klein, 13SPHR 

D. L. Bowman, 138 PHR 

John S. Anthes, 146 P H R 

St. Peters Church, (2) 152 S D 

Wm. Schaefer, 55 II 

August Stoltz, 35 1 1 

Joseph Cressman, 45 II 

Daniel Wenger, 45 II 
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Israel Snyder, 45 H 
]snac C. Shant/, 45 II 
John Mosser, 35 II 
L. J. Breithaup, 45 II 
L. J. Breithaup & Co., 45 II 
American House, 45 H 
Merchants Bank, 1^2 S D 
J. B. Det-weiler, 138 P II 
Chas. Mueller, 138 P II 
M. Strieker, 13S P II 
County Jail, 152 S D 
A McPherson, 40 W 
Dr. Lackner, 45* H 

I. S. Hoffman, 40 W 
George Proudfoot, 40 W 
J. B. Fellman & Co., 50 W 
Henry Knell, 50 W 

L. Von Neubronn, 50 W 
Joseph Mattel], 50 W 
"Mrs. Devitt, 40 W 
Mrs. R. Lang, 40 VV 
Joseph Bingeman, 40 W 
D. M. Shoemaker, 45 II 
Ilartman Krug, 138 P II 
Daniel Ilibner, 138 P II 
August Boehmer, 138 P II 
Charles Boehmer, 13S P II 

II. S. Boehmer & Son, 50 W 
Jacob Baetz, 138 P H 

VV. R. Jaffrev, 138 P 11 
Ward School, 152 S D 

Blenheim and Vicinity. 

Wm. Thompson, 45 II 

John Nicol, 35 II 

School Section No. 6,Harwick,45 II 

Willis Ranson,35 II i 

James Ransom, 35 H 

Blytlie and Vicinity." 

Anderson & Elder, 45 II 
Methodist Church, 45 II 
Lucas Tanner & Co., 35 II 
Wm. Stackhouse, Westfield, 35 II. 
John TamphVn,Landsborough, 35 II 
fas. Cartright, Landsborough, 35 II 
'Methodist Church, Westfield, 45 II 
D. B. McKinnon & Son, 35 H. 

Bolton and Vicinity. 

D. W. Hughes, 35 II 
Thos. Fisher, 55 H 

J. Walshan, 3S H 
Wm. Dick, 138 P H R 
Dr. Stewart, 134 P II R 

A. McPhail, 134P H R 

E. J. Davis, Springhill, 138 P II R 
Jas". Stokes, Springhill, 138 P II R 
James Morrow, Tottenham, 55 H 
Thos. Bavcroft, Beeton, 35 II 

Ed. Tomiinson, Beeton, 55 II 
John Sempie, Tottenham, 35 H 
'Robert Mitchell, Formore, 35 II 
John Dalziel, Nashville, 134 P H 
Thos. Wilson, Sandhill, 134 p H 
Dr. Fox, Mono Road, 134 P H R 
Bryan Dowling, 13S P H 
Beamish Hotel, 55 H 
Jas. Murch, 134 p H 
J. N. Bolton, 134 P H 
S. J. Snell, 35 H 



A. McDougall, Marks vi lie, 35 H 

Wm. Robinson, Castlemore, 138 P 

H R 
Richard Clark, Coleraine, 35 H 
Albert Dodds, 35 H 
Joseph Wilson, 35 II 
J. K. McEwan, Coleraine, 35 H 
Wm. Splann, Toronto Gore, 35 H 
A. Doig, 35 H 

Bridgeport and Vicinity, 

Jonathan Snyder, 55 II 
Frena Hoist, 55 II 
Bridgeport School, 45 H 
Peter Shirk, 45 H 
Isaac Shantz, 45 1 1 
Andrew Weber, 45 II 

M. Schweitzer, 45 II 
Geo. Roos, 35 H 
Moses Kinzie, Breslau, 45 II 
A. Weber, Breslau, 35 H 

Win. Erb & Son, Bloomingdale, 

40 W 
Josiah Snyder, Bloomingdale, 45 II 

Brampton and Vicinity, 

Wm. New house, 50 W 

Geo. Tye, 50 W 

John Gordon, 40 W 

'Mrs. Thistle, 50 W 

Joseph Gardner, 40 W 

John Antonv, so W 

George Ward, Wood Hill 40 W 

F. Sleightholm, 40 W 

Alex. Dick, 50 W 

George Crawford, 40 W 

Joseph Sutcliffe, ^o W . 

"II. Boskville, (2) \t,6 S D 

W. T. Davidson, Meadowvale, 136 

S I) 
Mrs. Aldenhead, 140 S D 
Rev. Mr. McLavian, 144 S D 
James Golding, 144 S D 
fas. Mitchell, Grahamsville, 136 S D 
David Kirk wood, 136 S D 
Alex. Campbell, r36 S D 

Mr. Bost field, 136 S 1) 
John Carter, 136 S D 

Charles Grogan, 136 S D 

John Manning, 136) S D 

T. L. Woods, 136 S D 

Wm. Woods, 136 S D 

T. Graham. Meadowvale, 152 S D 

Jas. Jackson, Meadowvale, 136 S D 

Dr. Heggie, iS C 

Martin Juston, 136 S D 

John Smith, 144 S D 
Baptist Church, (2) 1552 S D 
Mr. Wallace, 136 S D 

Bracebrldg'e and Vicinity. 

J. W. Dill, 35 H 
Methodist Church, 65 h 

Mr. Spencers, 35 H 

Mr. Dollar, 45 n , 

Mr. Davidson, 45 11 

Alfred Hunt, 45 h 

J. W. Ney, 65 h 

Judge Lount, 65 h 

Town Hall, 65 H 

Mr. Willis, . 34 M h 



Ja». Sheppard, 65 M L 
Mr. Brown, 54 m I- 
Dr. Clark, 45 11 
W. kinsey, 45 h 
W. Kinsey, 55 n 

Bradford and Vicinity. 

Lewis Algeo, 35 11 

B. Barnard, 35 11 

Chas. Bunting, Bend Head, 35 H 

John Boddv, 35 h 

|. S. Boddy, 35 11 

A. Carswell, Bend Head, 45 H 

Dr. Lewis Clement, 35 H 

J. Cohurn. Newton Robinson, 45 H 

Jas. Chautler,Newion Robinson,35 H 

E. J. Carter A: Co., Bend Head, 35 h 

Thos. Driffill, 45 11 

Thos. Dcwson, 45 if 

Thos. Kdinonson, 35 H 

Chas. Elliott, 35 11 

English Church, Coulsons Corners, 

45 " 

Dr. Forrest, 35 it 

Edwin Garret, 33 ir 
Thos, Graham, 35 11 

Captain Irwin, 35 11 

Robert Kueshaw, Dcerhurst, 45 1-1 

Dr. Law, Bend Head, 45 11 

Samuel Lukes, 45 11 

1 [erbert Law, Beeton, 34 m r- 

Herbert Law, 35 11 

M. E. Church, 45 n 

Methodist Church, 55 H 

Methodist Parsonage, 45 H 

Presbyterian Manse, 45 11 

Presbyterian Church. Coulsons Cor- 

ners, 45 n 
Queen's Hotel, 55 H 
Mrs. Robert Stoddart, 45 11 

J. E. Stoddart, 35 h 

Andrew Thompson, 35 11 

Richard Roguson, l.efroj, 45 11 

Braiitford. 

A. Watts, 146 1* 11 
A. Watts ,V Co-, 138 P B 
Mr. Whitney, iS c 
Fred Correy, iS c 
Mohawk Institute, 138 p 11 
E. M. Fullerton, 138 p 11 

D. A. House, 138 p h 
Mr. Apps 142 v ii 
Mr. Baker, 138 p ii 
Dempster Sz Co., 136 s d r 
John Montgomery, 138 m 
St. Judes Parsonage, 138 m 

Brorkville* 

Allan Cameron, 138-p h r 

John Culbert, 138 p h r 

A. D. McDougall, 138 p ir r 

E. J. Reynolds, 138 phr 
Centennial House, 152 s n 
Wm. Powell, 138 p 11 r 
B: .Chapman, 134 m 

Dr. C. Pomeroy, 138 phr 
Sheriff Smart, 146 phr 
English Church, 53 11 
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CampbeUTord, 

Jasper Locke. II 

Mr-. Townsend, II 

John Martin. II 

Mrs. T. Drischoll, H 

Robert Rooksbv. II 

Wm. Hare. H 

Buchanan & Brook-. II 

Mr-. Martin. H 

Ceo. Hoskins, H 

Wm. Cleugh, 4; If 
J. S. Kent. 4 ; H 

A. L. Colrille, 45 H 

Dr. Wallace. 146 P H R 

Robert Scott, Me sburg, 45 H 

John Gowan. 4; II 

Chas. We- 45 H 

J- D. Bogart. M.D.45 II 

Rev. J. S. Clarke. 45 H 

C. W . Turner. 41: If 

Mr. Burke. H 

M. A. Hawlcv. 35 II 

Cardinal. 

J. II. Leacv, 2 138 & 146 PHR 

John Rudd. 146 P II R 

Dr. Gunn. 146 P II R 

M. Leacv, i^iPlIR 

\* m. Oillin. 146 P II 

K. McPherson, 138 P II 

John Gray, 13S P H 

James Thompson. 138 P H R 

E E Gilbert, 138 P H 

Mr. Kavanah, 146 P ir 

Daniel Dod^e. 43 H 

Mr. Smith. 43 H" 

James Gillespie 4; II 

Public School. --: H 

Carletun Place. 

Methodist Church. 2 146 P H R 
-Zion Church. 13S P II R 
S. S. Morrick 135 PUR 
^ m. Pattie. 14 C 
A. Steele, 138 p h R 

Chatham. 

S. Stephenson, 45 H 
D. R. Vanallan. 45 If 

Mrs. Garner. 45 H 
D. W. Grow. 45 H 
Alfred Rjall, 45 H 
John Johnson. 4- H 
Joseph McGarvin. 45 H 
John Smith. 45 H 
Gilbert Dolsen, 45 If 
Edward McKenal. 4^ H 
Broderick & Mode v. 13S P H 

Chatsworth. 

John McDonald. 43 H 
T OHara. 3,' H 
Public School. 55 H 
Presbyterian Church, (2) 4; H 
Andrew McGill. 65 H 

Cheatey and Vicinity. 

Joseph Adam-. 55 H 
John Bearman. 45 H 



John McBain .-; II 
Wm. Haliadav. 3; H 
John Jackson". 55 H 
J. M. Stewart. M. 1). ( t ) 3; H i-.; 
John Black - II W * M 

Wm. Washburn, 35 H 

Geo. Paulin. 35 II 

Salvation Arm'v Barrack-. 45 If 
Geo. Cook. M.'l). 55 H 
D. M. Hallidav. P.M. 3; 11 
D. M. HallidaV. P M -- n 
McDonald House, 55 II 
H. A. Bonner. M. D. 3; II 
I H. A. Bonner. M. D. <-) 45 H 
J M. Schroeder. 35 H 
J Krug. 35 II 
H. Ankerman. 3; II 
R- P. Bearman. 35 II 
I Wm. Dale- 15 H 
Philip Karn. 3- If 
T. R. Reid. 3 M L 
Geo. Stanler, 3; II 
JC. Bell, 45 H 
Wm. Harriet, 45 H 
J- Q. S;in-on. j . ~; \[ 
R. C. Church. 55 H 
R. Cannon. 34 M. L. 
Jo-eph Max 1- \[ l 

P. McTavUh. 3; H 
M. Stanley, 45 il 
D. Montgomery 4^ If 
J. Grant, 45 II " 
Alex. Ran nag e. 55 H 
Commercial Hon-. ;= ff 

Clifford. 

Philip Brown. 4^ H *, 

Jacob Heist. 4,- H 
D. McEachre: 55 H 
Geo. Rusk. 4> H " 
John Hillhou-e. 45 If 

Cobden and Vicinity. 

G. Zckford, 4^ H 
Delchev. Bros. 4; If 

-r?T. S Cm P r ^-"5> H 
Delchev Bros. 3; If 

John McDermaid. 43 H 
^ - Little. 45 H 
A.J. Dougherty. 3:; H 
Hiram Sykes, 45 H 
Jas. Jessup, 4^ H 
John Cahill. Osceola. ; 4 M L 
B. Lacev. Osceola. ^ 4 M l 

if r 2 R - van - Os «ok 45 h 

«- M. Lacey. O^ceoia, 34 M L 
Joseph Pa.en. Merrickville, ,55, S 

C onestogro nud Vicinity. 

Joseph B.Snyder. 4; H 
James Glennie, 3^ H 
Meno Snvder. 3$ H 

Nelson Snyder. Waterloo, 35 „ 

Jacob Goetz. 35 H 

G. D. Dahmer. 33 H 

Martin Schweitzer, 4; ff 

Solomon Musselmanl 4,- H 

CM Lundv Winterboume, 3s H 

Ja>. Perne. 3; If ' J5 " 



John Pcrrie. 3n If 
Geo. (). Stroh. 3^ If 
David Koch. 35 H 
Chas. Ha>h. 45 H 

George Schinbein. 35 H 
Henry Good. 35 If 
X. S. Bowman. 4^ H 
^halmer- Church. Winterboun 
55 H 

Cookatown and Vicinity. 

Chri-t Cooke. ;; H 

Fame- Coulter 5 ff 

Albert Kidd. 45 H 

R- J. Coleman 55 If 

J- P. Carr. Thornton. =; H 

John Goodwin. Thornton, 3c H 

jP hr 3 rw art , Thornton. 4^ ~H 

Lhn>t Armstrong. 55 H 

Col. Banting. 3; H 

H. J. Dunning. ;r H 

Capt. Irwin. CloverhilL 4 c H 1 

Geo. Duff. 3, H 45 ] 

Jame- Duff. 3^ H I 

Robert Graham. 3^ li I 

James Beattic. $5 H 1 

John Smith. 35 H I 

Wm. Henry. Thornton. ^; H I 

Andrew Ferrier. 3; ff 

I>eseronto and Vicinity. 

G. E. Clement. 134 m 

H. G. Knigh\ 134 _\[ 

E. Arthur Rixen, 134 P H ^ R 

>> m. Irvine. 134 m 

A. A. Richardson. 134 m 

Dr. Newton. 134 m 

W\ W. Carter, 134 M 

Ine Rathburn Co., 134*1 

Driiini)oaucI Vi<inity. 

Baptist Church. 152 M 

^^ - Simpson. 13s p h r | 

A - D^ Anticknap, iSc 

Ja> Cowan, 45 h 

Dunville and Vicinity. 

B. C. Albro. 4^ h 
Malem Lymburner, Canboro. 45 h 
S. A. McCeagan, M. D. Wellan. 
Port. 45 n 

Pm" " ? me f- We "and Port. 13 
Public School. Rainham Centre. 45 1 
South Cayuga Church, Soutl 

t u ^ « h 

John McNichoi. 3 c H 

Robert Letter. Castor. 3^ H 
Henry Snyder. South Cavuga. az 1 
Samuel Hunsberger, 45 h 
John Forrester. 4; a 
Dr. J. W. Culver, 4, „ 
SL Pauls Church. [2) :>5 H 

Eg;anville and Vi< inity. 

Dr. Dowling. 4^ h 

J- 1). McRae. 45 h 

S. Howard. 45 a 

J. McDermaid. 43 h 

Printing Offke. 35 a 

John Knight. DougL . .- H 
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Eilmira and Vicinity, 
M. Wdtehel, (a) 35 ii 

Henry Dunke & Co., 45 H 
Weber & Erb, 45 11 
T. L. Marshall, 45 11 

T. L. Cleghorn, Elora, 45 h 
Win. Behrens, 35 n 

John H. Ruppel, 13S p ii 

Sol. Snider, 45 11 

R. C. Donoghj, Alma, 35 11 

Alex. Jeanerett, (2) 13S P 11 

Geo. Steroholz, 35 h 

A. II. Erb, 35 H 

F. Flower, 45 H 

School Section No. 4, (3^ 45 h 

A. Werner, 35 H 

Henrv Groff, 45 H 

Samuel Weber, Floradale, 45 11 

Michael Ott, Wintield. 45 u 

C. Koerberlin, 35 11 

John Ratz, (2) 45 H 

Thomas Hunt, 1 2) 45 11 

Nicholas Dietrich, Hawkesville.,45 H 

Jacob Peppier, 45 B 

P. Prestman. 45 11 

Catholic Church. New Germany, 

(2) 55 B 

Separate School, 35 1-1 

C. Bowman, West Montrose, 45 11 
Public School, West Montrose, 45 h 
Moses Devitt, 45 H 
Jas. Hunter, Alma, 45 H 
J. S. Bowman, Arthur, 45 H 
W. H. Bowman, St. Jacobs, 45 H 
J. L. Weidman, St. Jacobs, 35 il 
J. B. Snyder, St. Jacobs, 45 h 
Public School, Drayton, (2) 55 II 
Martin Schneider, Drayton, 1 2 1 45 h 
Public School. St. Jacobs. 45 11 
R. C. Church, 45 11 
St. Pauls Lutheran Church, (2)45 h 
Evangelical Church, 45 ir 
Menno Lichty, 35 11 
Levi Yost, 55 H 
James Rose, 45 H 
Wm. Winkler* 138 p ir 
Mike Doerbeckcr, Salem, 55 n 
Wm. Watt Salem, 45 H 
David Robinson, 35 H 
John S Weber, 45 H 
I' rank Dal by, Elora, 146 s D 
Noah Bowman, 45 H 
J. S. Bowman, 45 H 

"Dunke & Weichel, 45 H 
Jacob Dunke, 146 P 11 
Fred Hambrecht, iSc 
Methodi-t Church, Alma, 45 ir. 
Presbyterian Church, Hawksville, 

45 n 

Albeit Lorch, 45 n 

Elora. 



Frank Dal by. 152 \r 
Judge Drew", [46 P n R 
English Church, 55 h 
Ed. Burns, 138 i' 11 r 
Mr. Jacobs, 35 11 
Mr. Buckorn, 45 11 
Robert Lowe, 45 ic 



Fergus and Vicinity. 

T, J. Hamilton, 50 \v 
H. Couse, 138 p 11 r 

Commercial Hotel, 55 11 
A. Semple, M. P., 45 n 
Wm. Murphy, 152 SD 
John Tindall, 40 w 
T. Sherwood, 45 11 
Imperial Bank, s i> 
John Davidson, M 
St. Andrews Church, (2) m 
Joseph Wood, H 

Gait and Vicinity. 

Daniel Allen, 138 p ii r 
Merchants Bank, 146 P H R 

F. D. Palmer, 13S p H r 

G. W. Bascom, 138 p h r 
W. W. Janney, 136 S i> R. 
Mara & Co., 144 s d 

|. M. Irwin, 136 s d r 

"Methodist Parsonage, 136 s d r 

R. G. Struthers, 136 s n 

Queens Hotel, (2) 1^2 M 

C. J. Shurley, 146 M 

Alex. W. Cairn, 136 P 11 r 

G. H. Stephens, 55 11 

Thos. Douglas, North Dumfries, 



35 » 



A. 11. Goodall, 136 s dr 

Bank of Commerce, 146 i> 11 r 

Alex. Hume, 138 p h r 

Archv McAuslan, 13S p ii r 

R. S. Strong, 138 p h r 

Angus Carrick, North Dumfries, 

13S p H R 
Robert Gilholm, 13S p 11 r 
Adam Davidson, 13S p H R 
Andrew Landreth, 146 pur 

Geo. Dando, 13S m 

John Milroy, North Dumfries, 45 11 

"jas. Dando! 136 s D 

Miss Ballingal, 13S m 

Alex. Cairns, 134 m 

Francis Malcolm, 138 p ii r 

Todd Milling Co's. Office, 18 c 

Geo. Barn hard t, 138 P 11 R 

J. C. Dietrich, 146 P II R 

W. K. Dryden, 13S P 11 R 

Richard Jaffray, 13S p 11 r 

Geo. Jaffray, 138 P H R 

Alex. McBean, North Dnmfries, 

55 " 

Robt. Elliott, 13S M 
Rev. Mr. Millican. 134 P 11 R 
T. Mara, 13S p h r 
Geo. Laird, 13S p h r 
W. T. Walker, 138 i- h r 
Jas. R. Cavers, 13S p ii r 
Wm. Ilallman, 138 P H R 
Knox Church, 152 M 
Martin Andrich, 50 W 
R. Wilkinson, (2) 134 P 11 
Robert Turn hull, 50 \v 
A. Melhvraith 40 w 
Richard Common. 40 w 
Baptist Chun h. 152 s i> 
Jas. Wood, 50 w 
Grantham & Co., 40 w 



Gaiianoqiie. 

Taylor & Green, 146 m 
Taylor & Green, 138 M 
T.M. Cornett, 138 m 
W. F. Latimer, (2) 138 M 
W. Y. Boyd, 134 m 
T. E. Meggs, 134 m 
W. M. Wait, 134 m. 
Wm. Cornett, 134 M 
T. P. Richardson, 13S M 
Henry Copeland, 134 M 
J. H. "McLaughlin, 132 s d 
Jas. Taylor, 134 M 
Mrs. D. C. Cowan, 13S M 
Dr. E. L. Atkinson, 144 m 
C. B, Rogers, 144 M 
C. B. Rogers, (2) 13S M 
L. O. Neil, 138 m 
O. V. Goulette, 134 .m 
J. L. Rogers, 138 m 
W. N. Rogers, 138 m 
Dr. Dumble, 146 pur 
McParland Bros., 138 M 
S. Common 138 M 
Rev. Mr. Austin, 146 p ii r 
Geo. Beaumont, 138 p h 
J. B. McMurchv, 13S m 
J. B. Turner, (2) 138 M 
Jas. Hay ward, 13S p it R 

Gobies and Vicinity. 

S. A. Kipp, 45 h 
Thos. Overholt, Eastwood. 45 H 
Michael Overholt, Eastwood, 45 h 
John Spiers, Drumbo, 45 H 
Thos. Hull, Princeton, 144 s d 
Robt. Rutherford, Princeton, 136 sd 
John Lilico, Wolverton, 136 s d 
David Hogarth, Wolverton, 136 sd 

Georgetown. 

Catholic Church, 55 N 
R. A. Reed, 45 h 
H. A. Reed, 45 11 
Presbvterian Manse, 146 r h r 
Theo'Cook, 138 M 
M. Lavvson, 134 M 

Gorrie. 



;o 



H 



Amos Snyder 35 h 
S. B. Small, M/D m 
John Spotton, 35 H 
James Wylie, 35 n 
Wm. Dane 35 it 



Grand Valley and Vicinity. 

Thos. Applevard, 45 H 
J. J. Dillon, 45 H 

F. J. Marshall, 45 h 

G. Swain, 45 11 

John Hendry, 35 H 

Geo. Lough, 35 h 

Geo. Muir, 35 h 

John Mclntyre, 35 H 

Win. Langdrill, 35 11 

David Caroll, Yanattei\ 45 h 

Wm. Nodwell, Hillsburg, 33 h 

W. Irwin, $$ H 

Geo. Geh\ 55 H 

John Robinson, 45 H 
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Walter Gordons, 45 11 
r ohn Mann, 134- p h 

Grimsby. 

G. A. .Smith, 144 s d r 
A. G. Pettiu 136 s d r 
A. B. Randall, 132 s d r 
A. F. Hawk, 132 s d r 
W. Walker, 136 SDR 
W. H. Nelles, 144 s d r 
Thos. Hewitt, 136 r h r 

Ouelpli and Vicinity. 

Alex. Bruce, 138 M 
Miss White, 138 M 
Hugh Walker, 138 M 
St. Andrews Manse 142 M 
fas. Johnston, 132 s D 
Win. Verney, 18 c 

A. C. McLaughlin, 13S M 
Robert Dowrie, 138 M 
Wm. Morris, 134 m 

Col. Higinbotham, 142 M 
Peter Anderson, 18 c 
John Davidson, 13S P n 
Jas, Galbraith, 138 p pi 
Mrs. A. Hogge, 142 m 
John Hooper. 134 m 
Joseph Craig, 18 C 
T. J. Day, 146 i' 11 
Shaw & Grundy, 146 m 
Chalmers Church, 134 P n 
1 >r. Grenside, iS C 
Conrad Liphard, 138 M 
])r. Brock, 138 P U R 
J. A. Nelles, 18 c 

B. R. McConkev, 146 1* 11 r 
E. R. Bollert, 146 p 11 b 

II. Murton, 138 P 11 it 
Methodist Church, 50 W 
John Beechie, iV* S D 
J. Hamilton, 13 s P H 
E. J. Presents, 50 w 
Business College, 132 p ji 
Mr. Manderson, 45 h 

Hagersvllle and Vicinity 

High School, 2 138 M 
J. J I. Salter 138 M 
Public School 2 132 s d 
Methodist Church 45 11 
Methodist Church, Bealton, 45 H 

Hanover and Vicinity. 

Chas. Miller 45 11 

George Lorent/ 4511 

Fred. Filfinger, Mildmay 35 11 

Jno. Filsinger, y ? H 

Rev. J. Hicklev 35 11 
Ed. Lyons 35 ji 

Mr. Ipenhauser 55 11 
S. Knetchel 5$ H 
D. Knetchel 35 ji 
Mr. Grit/.ner 35 H 
Baptist Church 55 H 
Lutheran Church 45 n 
George Metcalf 43 n 
George Russell 35 11 
Mr. Russell 45 11 
Win. Winkler 45 n 



Geo. Reinhart, Elmwood 43 H 

Peter Knetchel 45 " 

Methodist Church, Chesley 45 B 

Harriston and Vicinity. 

John Saunders 33 11 
John Jewell 33 H 
John Collison 35 H 
Standard Bank 45 II 
J. B. Bingham 4^ H 
T. Sell & C0.45H 
Mrs. J. F. Wilson 35 II 
Wilson & Pvc 45 H 
]. Smith 35 "H 

W Hinds 35 H 

Methodist Church 2 35 II 

R. Taylor 33 H 

Mrs. Stephens 45 H 

A Laidlaw 45 II 

English Church, Fordwich 43 H 

B. S. Cook, Fordwich 55 

Hespeler and Vicinity. 

John Schofield 50 W 
Queen's Hotel 2 35 11 
Thos. Barret 3 s H 
Christ Pabst i« M 
Wm. Fisk 3^ II 
John Phin 55 H 
John O'Keffe 138 p h 
Presbyterian Church 35 H 

lldertoil and A icinity. 

R. T. Hughes, Arva, 35 H 
R. W . Jackson, Arva, 35 h 
Methodist Church, Ilderton, 55 11 
S. W, Paisley, 45 n 
T.J. Chatworthy, 35 h 
Ja-. McGuffin, Ballymote, 4.5 n 
Isaac Shannon, Denfield, 35 h 
Alex. Ironside, Brvanston, 35 h 
Wm. Lurg, Falkirk, 35 11 
Edward McLurg, Ivan, 35 h 
John Siddel, Falkirk, 35 n 
Rev. Mr. Ball, 138 P H 

F. Paisley, 35 11 

A. Colvin, Ivan, 35 11 

Peter Gamble, Duncrief, 2,5 h 



Ii 



'0<)II01N. 



Geo. Thompson, 35 11 
Jas. Fell, 18 c 

Wm Fisher, 13S s D 
Geo. Binion, j 38 r h 
Hiram Wallace, 134 m 
Jas. Powell, 152 s d 

Adam Harkneps. 14611 

Dan Wallace, 138 s d 
Chas. 7,. Skinner, 43 j{ 
J. II . Ross, 55 h 
Chas. II. Staccv, 32; n 
John N. Tuttle' 138 M 

A. Brouse, 35 h 

P. Shaver, 35 ji 
Matthew Redmond, 35 11 
T. K ufe, 134 m 

P- Macdonall. 55 11 



Kin-. 

Methodist Church 45 H 

E. J. Davis, M.P.P. 138 p h 
J. C. Stocks 138 p h 

Dr. Norman 138 M 
Wm. Ross 34 m L 
Jos. Keffer 136 s d 

Kingston. 

R. Waldron 138 p h r 

W.J. Dick& Son 138 p h r 

Robert Gage 50 w 

Presbyterian Church 53 h 

N. E. Poison 50 w 

Chas. Stewart 53 h 

Geo. Mills 50 w 

John Atchison 45 h a 

Lancaster and Vicinity, 

Donald J. McLennan 43 h J 

Williamstown High School, Wi 
liamstown 65 h M 

D.F. McLennan, Williamstown 45 
Mrs. J. C. Bowen, Fraserville 55 11 

F. D. McLennan 45 h 
W. J. McNaughton 43 11 

John Whitman 33 11 ■ 

[ohn P. Snyder 43 h 

Rev. D. D. McLennan, Apple Hi 

33 T 

Wm. Campbell, Williamstown 43 

J. W. Kennedy, Dominionville 45 
St. Andrew's Church, Williamstow 

53 h 

St. Andrew's Church, Williamstow 

54 M l 

St. Anicet Church, St. Anicet 138 

St. Anicet Church, St. Anicet 2 152 

Listowel. 

R. Terrie 33 11 
J. Large 35 n 
J. Large 34 m l 

P. Creere 54 m l 

Mr. Torrance 33 h 
J. II. Gunther 142 11 
Bricker Bros. 45 h 
J. W. Scoit 132 s i) 
J. W. Scott 138 P H 
J. A. Hacking 138 r 11 
John Holmes 132 s d 
John Swingstone 45 h 
Geo. Tillias 55 h 
Thos. Jackson 55 h 
R. Thompson 35 h 
W. Bradley 3311 
J. E. Carson 33 n 
C. Burt 35 h 

M McGihivery 35 h 
John Nichol, M. D. 55 h 
Public School 55 b 
J.J. Moore 35 h 
John Gable 136 s i> 
Adam Hess 45 n 
Presbyterian Church 2 35 r H 
Grand Central Hotel 2 55 h 
Queen's Hotel 2 50 \v 
Methodist Church 2 55 11 
J. C. I lav 45 n 

W.J. Hay 35 » 
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Lloydtown and Vicinity. 

Milton Davis 35 h 

Arthur Armstrong 45 11 

Jas. Sloan 41; H 

Rev. E. W.'Sibbold 138 p 11 r 

Robert Winters 138 p 11 R 

London and Vicinity. 

A. Smith 13S m 

Alex. Fraser 138 ph 

D. Howden 138 P h 

Rev. J. W. P. Smith 13S p h 

Wm. Kernohan, London Township 

45 « 
Isaac Soul, London Township, 35 h 

Wm. Baxton, London Township, 

35 h 
R. Guest 45 h 

Joseph Box, London Township 45 h 

School Section No. 2, Westminster, 

55 h 

John McPherson. London Town- 
ship, 45 H 

Wm. Charlton, Ilderton 45 h 

Edmund W T eld 138 p h R 

Ma doc. 

F. E. Seymour, 65 h 

C. G. Wilson, 65 h 
T. C. Dale, 55 h 

J. R. Orr, 45 n 
John Brown, 43 h 
Sydmer Ross, 55 11 
Model School, (2) 55 h 

Markham. 

H. S. Reaser, 50 w 
J. Miller, 50 \v 

D. McMicken, 134 p h 
John Steel, 134 p h 

H. Wilson, 138 P ir 
< j. Yanzant, 50 w 
R. Pringle, 13S p h 
H. R. Corson, 138 i» n 
'J'hos. Hook, [46 p n 
W. B. Speight, 13S M 
H. C. Marr, 138 M 
S. C. Ash, 138 m 
M. Crosby, 13S M 

Ma.wille and Vicinity. 

John Bennett, Athol, 54 M L 

A. D. McRae, 34 m l 

Victor Begg, Moose Creek, 54 ml 

Moffat Bros., 54 m l 

j. W. Kennedy, Dominion ville, 54 

M L 

Midland and Vicinity. 

Gladstone House, 35 h 

Grand Central Hotel, (2) 55 h 

English Church, 55 h 

James Anderson, 35 h 

H. F. Sweitzer, 35 H 

F. H. Holland, 35 h 

J. B. Morrill, 45 h 

Rev. Father Lynett, 45 h 

Presbyterian Church, (2) 45 h 



American Hotel SS n 

J. M. Dollar, 45 ii 

Robert Cam, 45 11 

H. E. McCartney, 45 n 

Western Bank, 35 h 

A.J. Lucas, 35 h 

Public School, (2) 45 h 

Chas. Rankin, Wyebridge, 45 h 

R. Murphey, 45 h 

N. N . Nickerson, 35 h 

Waubaushene Public School 55 H 

Wm. Steers, 35 h 

F.W.Jeffrey, 45 h 

Theo. Brunnell, 45 h 

George Chew, 45 h 

T. Chew, 35 u 

Wm. Peters, 45 h 

Methodist Church, Hillsdale, 45 h 

Wm Manning, Floss Township, 45 n 

Mildniay. 

Wm. Snyder, 45 11 

A. Hay, 45 H. 

S. McKelve> , 35 u 

F. Bishop, 35 h 

H. M on tag, 45 11 
J. Ziejreler, 45 h 

Geo. Dietz, 35 h 

Hv Beise, 34 m. l. 
Jos. Querin, 55 n 

Public School, 55 h 

Albert Goetz, 45 11 

Mitchell and Vicinity. 

Dr. Hurlbert, 35 H 

\\\ G. Murphy, 138 P 11 

Jas. Barnet, 134 p 11 

E. F. Davis, 134 p u 

F. S. Ford, 13S P h 
Dr. Hurlbert, 2 55 11 
Kyle M Burnet, 45 H 
Isaac Ford, ^5 h 

A. Burrilt, 13S p h 

Public School, Logan, 45 h 
Ford & Murphy, 65 h 
W. R. Davis, 1 38 m 
Dr. Wood, 134 m 
W, Forester, 45 h 
Merchants Bank, 13S p h 
Wm. Murphy, 35 H 

Morrisburg' and Vicinity. 

A. Forlinger, 146 M 

F. Brodfield, 144 s r> r 
C. Broadtield, 136 s d r 
Mrs. J.N. Rose, 146 p h 
H. G. Merkley, 50 w 

A. H. Merkley, 50 w 

H. Montgomery, 50 w 

Wm. McCay, Moorewood, 132 s dr 

Alex. McKay, Moorewood, 55 h 

Methodist Church, Dundelia, 45 h 

Henry Smith, 138 p h 

John Robinson, 136 s D 

G. M. Merkley, 136 s d 
John Porlow, 43 h 
John Doran, 55 h 

F. McClushy. Chesterville, 146 s D 

Rev. Mr. Worrell, 138 s D 

Dr. A. Hickev, Aultsville, 136 s d 



John Copell, 144 s d 

F. McClurg, 146 p fi 

R. II. Ren, 138 p 11 r 

English Church Rectory, 13S P H R 

F. D. Maxwell, 138 p h r 

A. G. Merkley, 50 w 

Mrs. Dells Dernier, 50 w 

T. McDonald, 50 \v 

Lucius Flogg, 50 w 

Molsons Bank, 1^2 s r> 






Mount Forest and Vicinity. 

Thomas Ainley, 35 n 
Wm. Pickering, 45 11 
John Ross, 45 h 
Dr. Jones, 35 n 
John Scales, 35 11 
A. Welton, 33 n 
J. P Xoonan, 45 11 
Catholic Church, 152 s d 
John Dillon, 35 n 

D. lies, 45 ti 

John Brown, 35 n 

Dr. Jamieson, Durham, 55 

McFartane & Co., 45 h 

Wm. Smith, 45 ii 

A. Davidson, Durham, 55 h 

John Boose, 45 m" 

James Brown, 55 n 

E. Murphy, 45 ir 

F. McCulloch, 45 n 
E. C. Woods, 45 11 

R. Scott & Co., 45 11 

W. Wallace, 45 H 

James Lamont, 35 h 

S. Bedford, 35 11 

Mark Adams, 2>5 H 

John Reynolds, 36 m I- 

John Campbell, Gorrie, 45 h 

St. Joseph Convent, Arthur, 55 h 

School Kenil worth, 45 H 

Queens Hotel, 55 11 

W. C. Perrijj, 45 h 

John Corley, 35 H 

H. Ste\ enson, 35 n 

A. Hump, 35 h 

A. Welton, 35 11 

Napanee and Vicinity. 

J. M. Parrot & Co. 40 w 
H. L. Cook, M. D. 50 w 
Thos. Jamieson 146 P H 
Haydon & Rvan, Camden East 13S 
P II 

James Haydon, Camden East, 146 

PH " 
Chas. Lanns 146 P H 
W. G. Wilson 146 P H 
P. A. Mabee, Odessa 45 H 
'J hos. Empey 134 P II 
W. F Crouch 138 P II 
Campbell House 146 P H 
J. C. Oonnoly, Yarker 13S P H 
J. H. West, Yarker 138 P H 
M. Ryan, Camden East 146 P H 
English Church 2 152 S D 
J. H. McDonough, Yarker 146 P H 
Western Methodist Parsonage 138 

Lahey & McGinty 146 P H 
H. V. Fralick 138 P H 
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Roval Hotel 146 P II 

T. D. Ham 146 P H 

English Church Parsonage, Camden 

East 13-1 1* H 

A. W. Benjamin, Yarker 138 M 
S. S. Guess. Yarker 134 M 
J. A. Shibley 13S M 

Kew Dundee. 

Peter Weber 4.5 11 
Wm. McDonald 35 h 
John McDonald 35 h 
Hy Bear 45 n 

Moses Bock 45 11 
David Gehnian 45 h 
II v Gerbig 138 M 
Thos. Trussler 13S M 

Newmarket and Vicinity.' 

Joshua Wilson 35 11 
Mrs. Forsvth 136 s d 
David Lloyd 136P H 
Geo. Hughabone 4^ H 
John D'ixon 13S P II 
LI y man Jackson 138 P II 
Clarkson Hughes 40 w 
Roman Catholic Church 2 152 s d 
High School 1 ;2 s i) 
Ed. \Viddifield"35 H 
E. Lewis. 35 H 
Mrs. Lundv 4^ H 
Mrs. Sharp 13S P II 
Mrs. R. H. Smith 138 P H 
Chas. Lundv 13S P II 

B. F. Reasor 134 P H 
Harry Richardson 134 P II 
Mrs. "Stocking 138 P H 

]. A. Bastedo 138 P H 
Ontario Bank 13S P H 
Forsvth House 146 P H 
Clarkson Hughes T3S P H 
E.Johrston, Pine Orchard 35H 
"W. Struthers, Pine Orchard 45 H 
"May Nelson, Pine Orchard 34 M L 

"W/Widdifield 13S P H 
John Armitage 34 M L 
J. C. Lundy 35 H 
Isaac Armitage 3> H 
W. Miles 45 H 
Robert Brimson 134 m 
Mrs. D. Reid 134 M 
B. H. Millard 138 M 
Chas. Wih on 34 M L 
Robert Pearson 54 M i. 
Gus Rogers 34 M L 
Benjamin Phillips 54 m l 
Arthur Evans, Sharon 34 M L 

!Nol)Ietoii. 

Hy Fry 35 1 1 

John Robinson 3^ II 
R. Kennedy 35 H 
Hamley Bros. 2,5 H 
Mrs. McCutcheon 35 II 
J. McCutcheon 35 H 

Norwich. 

A. W. Falconer 33 H 
J. V. Magee 55 H 
C. Dake « 11 



A. J. Davis.45 H 
A. J. Stover 45 H 
John Morgan 45 H 
Miss H. Cross 35 H 
Win. Edmonds 33 H 
Solomon Allen 35 H 
Presbyterian Church 55 H 

Norwood and Havelock. 

H. Mulling?, Norwood. 45 H 
D. R. Ford. " 45 H 

john Finlay, " 45 H 

John Davidson, " 45 H 

W. E. Roxburgh, Norwood, 65 H 
Geo. Ford, " 35 H 

Wm. Webster. " 35 H 

Richard Girtin, " 45 H 

Catholic Church, " 65 H 

Catholic Parsonage, " 45 H 

Mrs. Buttertield, " 35 H 

R. W. Waters, Ll 45 H 

}. B. Pierce. " 65 H 

(J. A. Brennan, " 65 H 

Joseph Johnson, Havelock, 35 H 
Presbvterian Church, " 55 H 

Public School, " 65 H 

W. B. Burnett, " 45 H 

Methodist Church, " 45 H 

Alex-. Matheson, " 35 H 

R. Phillips, " 45 H 



Oakville. 

W. Spears 138 P II R 
C. A. Bradburv i 4 6 P H R 
K. H. Gullegc'1^6 PHR 
George E. Bunburry 138 P II R 
fames Barclay 138 P H 
Major Llovd"i34 PUR 
W.'B. Chisholm 146 P II R 
Dr. Urquhart 138 V 11 

OrangeYille and Vicinity. 

T. McAdam 55 H 
T. McAdam 35 H 
Hy Endacott 55 11 
Geo. Endacott 132 P II 
George A Cobean 3 =; II 

H. Gillkpie 35 H 
Mrs. John Green 55 H 
Marshal Green 35 H 
S. Donner 4^ H 
J. S. Fead 55 H 
R. T. Haun 55 H 
R. W. Ritchie 4^ H 
W. A. Caesar 35 H 
Crozier & Fleming 45 II 
John Crozier 35 H 
Tas. McQuarrie 3q II 
Alex Hill 35 H 
Sheriff Bowles s^ H 
Elgin Meyers 45 H 
Wm. Johnston 35 II 
Alex. Johnston. 45 H 
A. & W Johnston 45 H 
A. Sz W. Johnston 35 H 
John McKim 2 45 H 
Gilchrist & Kent 45 H 
Bookless, Haley «Sc Co. 45 H 
H. Crozier 55 H 
F. Mar.-hall 45 H 
Baptist Church 55 II 



Dr. C. M- Smith 3$ H 
Jos. Foster 35 H 
Ed. Clark 35 H 
Mrs. Moot 45 H 
W. II. Hunter, \'anattar 55 H 
J. R. Dodds 35 H 
W. L. Walsh 55 H 
J. C. Fox; 4 5 H 
D. McDonald 2 35 H 
Dr. Frank 35 H 
J. Longewav 36 H 
G. F- Hawkins 45 H 
V. Dynes, Relessey 35 H 
Wm. Coulter, Cataract 45 H 
Methodist Church, Laurel 45 H 
Samuel Crozier, Mono Mills 35 H 
Amos Fuller 34 m L 

F. Irwin 34 M 1. 

Presbvterian Church, Waldemar 4: 

II 

Pieshyterian Manse 35 H 
A. McKinnon 35 II 
Robert Allen 35 II 
W. P. King 45 H 
T. E. Es>erv 45 H 
J. S. Fcad 4; 11 

G. A. Campbell 33 H 
James Rice 55 H 

Orillia and Vicinity. 

Frank Weslev G raven hurst 65 H 
Dav. Lafaiiie, Gravenhurst 55 II 

Dan. McKinley 35 H 
Jas. Sinclair 3^ 11 

'Herbert Wright. Wyebridge 45 H 

P. S. Campbell, Waubaushene 55 r 

John Gray, Cold water 55 H 

R. H. S. Drinkwater 65 II 

H, Greenland 35 H 

Dr. Slaven 2 45 H 

G. H. Chase 35 H 

We^exan Church, Gravenhurst, 6 

H" 
E. N. Whiffin 45 II 
Wesleyan Methodist Parsonage 3 
J. C. Miller 4; H 
John McCosh 65 H 
Mr. Yennor 35 H 
Ed. Cotterell 35 H 
las. Borland 55 H 
Wm. M. Harvey 35 H 
Daniel Cotton 3% H 
Chas. Sweet 35 H 
St. Marx's Chinch. Barrie 2 55 II 
Rev. Dean O'Connor 55 11 
Beattv Perry 35 H J 

Thos." Phillips 3s II ] 

Packett Office 35 H 
Jas. E. Edmonson 35 II 
"Capt. James Reid 35 II 1 

Grand* Central Hotel, Gravenhurs 

55 H 
J. W. Sheppard *N: Co.. Coldwate 

35 H 

Jas. Ryan, Hotel. Coldwate r, 65 H 

English Church, Cold water 55 H 

Jas. Walker 45 II 

John Dunn 45 H 

Chas. Mickle. Gravenhurst 6^ H 

Queen's Hotel, Orillia 65 II 

E. H. Herring. Sebright 55 H 

McMaster& Co. s^ H 
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Wm. Robinson, Hotel 55 II 

I. W. Slaven, Drug Store 45 H 

I. R. Eaton $5 II 

W. H.Croker 35 u 
Baptist Church 55 H 
Baptist Church 35 II 
! P. Henderson 35 H 
W. J. Shepherd, Cold water 45 H 
John (jrav. Cold water 4^ H 
P. S. Campbell, Coldwater 45 H 
Chas. Corbould, Senior 55 H 
Misses Thompson 35 H 
Joseph Bovd 55 H 
Wm. McDonald 55 H 
R. C. Church 2 55 H 
R. Mimms 35 H 
Dan. Mc Kin lev 35 H 
Dr. Wells, Bnr'rie 55 H 
C. Grant 35 II 
Andrew Green 45 II 
Pettv .V Alport 45 H 
Thos. World 45 H 
Presbvterian Manse 35 H 
Jas. Watson 35 II 
Thos. Dunn ^5 II 
High School 2 45 H 
T. W. Fawkham 35 II 
W. J. Beatty, Coldwater 45 H 
George Vick 55 H 
Wm. Brandon 34 M L 
Wm. McGinn 34 M L 
Christ Moore 55 H 
R. C. Church, Brechin 2 43 H 
R. C. Church, Uptergrove 55 H 
I. C. Rose 34 M L 
"II. L. Leach q 4 M L 
Thos. Maundrill 35 H 
W. II. Barker 35 H 
John Sparling 34 M L 
John Symington 35 H 
Dr McLean 34 ML 
Chas. Harvev S5 H 
Wm. Fell 43 H 

John Dovle, Uptergrove 35 H 
H. Cook 45 H 
W. H. Croker P H 
J.J. Halev 45 II 
A. B. Alport 13S P H 
E. F. Cook 13SP H 
Alex. Harvey 35 H 

O si ia\v a. 

John Currie 138 M 

G.J. Scott 13b P H R 

Jos. Luke 132 S D R 

Jesse Luke 134 M 

Charles White 136 S D 

Joseph Judge 18 C 

"A If. Gifford 132 SDR 

John Kennedy 14 C 

Laing & Meharrv 138 P II R 

Wm. Warren 138 M 

Wm. Johns 136 P II 

R. Wellington 134 P H R 

Chas. Williamson 18 C 

Ottawa. 

J.Corry, (7) 18 c 
A. O'Connor, 138 m 
lohn Marks, 136 m 
A. J. Xirox, 138 M 



John Bush, 134 m 
Geo. Rochester, 13S m 

Andrew Smith, 134 M 

Wm. Langford, 134 M 

W. D. O'Brien, 138 M 

Judge Ross, 142 m 

P, Marrier, 134 m 

Mrs. Wolff, 136 S i) 

Desientient School, Hull, 138 m 

St. Patrick's Separate School, (2) 

138 M 

Central Ward School, (2) 146 M 

Mrs. B rough, 138 m 
D. Donaldson, 138 M 
T. Gilmour, 13S M 

F. Aboott, 134 M 

Church of England, (2) 152 s d 

Church of England, 136 s d 

Moses Laporinte, 142 s o 

Moses Laporinte, 152 s d 

R. Sims, (3) 136 s d 

R. Thackrav, (6) 132 S D 

H. Smith, 13SM 

Bay water Catholic Church, (2) 152 m 

A. Grant, 136 s d 

Geo. Forde, 142 m 

Dr. Davidson, 134 M 

Brown, Edmonson & Co., (2) 146 M 

M. Beauvois, 146 M 

Bourcier Bros., 138 M 

Jas. Bailiff, 138 M 

J. F. Bobier, 144 s d 

*R. Bishop, 1 38 m 

G. Gratton, 146 M 
G. Gange, 152 M 

T. Henderson, 13S M 

A. Holland, 152 s d 
G. Holland 146 M 
Lindsv & Lang, 142 M 
Hy King, 138 m 

L. Laberge, 146 m 

B. Melton, (3) 138 m 

A. B. Macdonald, (2) 138 M 
Geo Macdonald, 138 m 
A. C. Macdougall, 146 M 
A. G. Peden, 138 M 
Geo. Preston, 138 M 
R. II. Pounder, 152 \i 
R. H. Pounder, 132 s d 
A. Pratt, 1 38 m 
Hugh Quinn, 134 m 
T. J. Seaton, 144 m 
Royal Exchange, (3) 144 M 

Owen Sound and Vicinity. 

Thomas Grimes, 55 H 

Y. M. C. A. Building, 55 H 

Chas. Howell, 45 H 

W. A. Bishop, 45 H 

John Lemon, 45 H 

J. Brown, 4S H 

Mr. Bothful, 45 II 

Dr. Sloan, 45 H 

John McKeen, Leith, 35 H 

Ross House, (2) 45 H 

Coulson I louse, 45 H 

Mr. Pearse, 45 H 

R. Walker, 45 H 

John Robert^n, 45 H 

H. Crozier, 4; II 
Mrs. Wm. Rov, 55 H 



Geo. Meir, (2) 45 II 
Miss Walker, 45 II 
Mr. McArthur, 45 II 
Mr. Ferguson, (3) 34 M l 
J. C. Forster, 4=; H 
J. C. Crane, 45 II 
Dr. J. R. Brown, 45 II 
Geo. Souter, 45 H 
Jas. Brown, 45 H 
John Cockburn, 45 II 
Joseph, O'Hara, 35 H 
Mike Foran, 45 H 
John McKenzie, 35 H 
D. R. Duncan, 45 H 
Wm. Onnison, 45 H 
Chas. Leatheriage, 45 II 
Dr. Cameron, 4s H 
W. McClellend,'45 H 
Thos. McClelland, 45 H 
Joseph McClelland, 45 H 
jas. Gardner, Kemble, 45 H 

D. McKenzie, 134 P H 
W. A. McLean, 55 H 
Geo. S. Keebourn, 45 H 
H. J. Keebourn, 4s H 

E. W. Bishop, 35 H 

F. L. Keebourn, 35 H 
W. E. Maud, 45 H 
Jas. McClelland, 45 H 
Mrs. Jas. White, 45 H 
Samuel McClelland, 45 H 
Geo. Dunoon, 35 H 
John Stephens, 43 H 
Geo. Meir, (2) 45 H 
Robert Crawford, 45 II 
Wm. Grier, 45 H 

J. C. Crane, 45 H 
J. C. Forster, 45 II 
Wm. Lloyd, 45 H 
Geo. Souter, 43 H 

Parkhill and Vicinity. 

Peter Stewart, 35 y 

John Arnold, 35 h 

Munroe Bros., 35 h 

D. N. McLeod, 45 h 

R. White, 45 h 

J W. Johnston, Sylvan, 35 11 

A. Gardner, 45 h 

Perth and Vicinity, 

John Armour, 45 h 

John Cuthbertson, 45 H 

Walter Mcllquham, Lanark, 45 h 

Reuben Stead man, 45 H 

A. McTavish, Balderson, 45 h 

Public School, Lanark, (2) 53 n 

Mrs. Lafferty, 43 h 

John Drvsdale, Lanark, 45 h 

Rev. Mr. McCalley, McDonald's 

Corners. 45 h 
James Pepper, Lanark, 55 h 
Duncan McDonald, 13S p h r 
J.J. Henderson, 50 w 
St John's Church, (2) 146 p h R 
Farmers' Hotel, 152 s d 
F. A. Code, 146 p h 
James Allen, 146 p h 
"Congregational Church, Lanark, (2) 

33 h 
Mrs. Shaw, 144 s d 
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W. I. Pink, 134 11 ii r 
Jas. Allen, 146 p h R 
G. F. Barrie, 146 i> H R 
R. C. Sherralt, 53 h 
J. W. Campbell, 45 h 

CPeterlioro ami Vicinity. 

F. J. Daley, (2) 146 pur 
T. Cavanagh, (2) 152 s d r 
Geo. Rubridge, 152SDR 
Thos. Dolan, 136 s d r 
John Hackett, 144 S JD R 
II. L. Brun, 144 sdr 
Mrs. Dr. O'Sullivan, J44S D R 
W. J. Hall, 144 S D r 
Rush Bros., 1 36 s d R 
Faiueater & Co., 136 s d r 
H. Davidson, 43 H 
Ormond & Walsh, 132 s. d. r. 
H. Jackson, 43 h 
Thos. Dunn, 144 sdr 

B. Morrow, 138 M 
I. II. Mann, 43 h 

I. F. Stinson, 130 m 
J. C. Turnbull, 136 M 
Adam Halk 136 s d r 
Clarke & Gibson, 132 M 
W. J. Morow, 134 m 
" 138-M 

W. R. Gereatrix, 18 c 
Thos. Cahill, 136 s n r 
Alex, Elliott, 136 s i> r 
W.J. Langford, iS c 
Grand Trunk Rw, 18 c 
County Court House 43 h 
Mr. Mercie, 136 m 
Mrs. S. White, 18 c 
Gough Bros., 146 sdr 
Dickson Co., 18 c 
fudge Weiler, 138 m 

C. McGill, 138 M 

Cambell McNull & Co. 33 h 

Wm. Cambell, 53 11 
Geo. Reid. (2) 43 11 
Kingan & Co., 146 sdr 
St. Lukes Church, 11 
James A. Donald, H 
James Irwin, 11 
T. E. Bradburn, 

Petrolea. 

F. G. Simpleton, 35 H 
Johnson Bros., 45 H 
Mrs. D. McKay, 35 H 
John Sinclair, 134 M 
Thos. Kelly, 35' H 
Geo. Parkinson, 35 H 
Public School, 45 H 
Presbyterian Church, (2) 146 M 

Prescott. 

John Dowsley, 50 W 

T. W. Chamberlain, 13S P H R 

Geo. Skeeler, 138 P H R 

H. S. Hepburn, 138 P H R 

J. W. Plumb, 138 P II R 

F. J. French, M. P., 138 P H 

Jas. Smith, 138 P H R 

W. H. Mason, 138 P II R 

D.J. McCarthy, 146 P H R 

Rev. Father M"asterson, 146 P H R 



John McCarthy, 152 P II R 

E. Leslie, 146 P 11 R 

B. French, 146 P II R 
Jas. Buckley," 146 P 11 R 

C. C. Brouse, 134 P H R 

D. E. Carman, 138 P II R 
Jos. Steel, 138 P II R 
Norton Miller, 138 P II R 

Preston and Vicinity. 

Dr. Lundy, 146 P II R 

Samuel Martin, 136 M 

Joel Clemens, 4.5 H 

Hotel del Monte, 152 S D 

North- American Hotel, 1 52 S D 

Joseph Erb, 138 P II 

Jacob Wehrlich. iS C 

Preton Banking Co., 40 W 

Preston Banking Co., 146 P H 

Wm. Reiman, 18 C 

Charles Reiman, 14 C 

Isaac Hagey, 132 S D 

John Herman, 18 C 

A. A. Erb, 134 P H R 

L. A. Barber, 13S P II R 

English Church, 45 H 

Lutheran Church (2), 152 S D 

Lutheran Parsonage, 136 SDR 

Lyceum, 55 H 

John Guggisberg, 136 SDR 

John Wirshing, 40 W 

Ed. Wirshing, 34 M L 

h'rGd Burke, 136 S D R 

W. D. Hepburn, 138 P H R 

Jacob S Clemens, 138 M 

Thos. Sears, 18 C 

C. Kress, 146 M 

John Limpert. 138 M 

Wm. Stahlsmidt, 134 P II R 

Mrs. Walder, 134 P II R 

E. Cornell, 138 M 
H. Speare, 134 P H 
Joseph Hagey, 138 M 
Samuel Shirley, 13S M 
Geo. Tilt, 138 P H R 

School Section No. 4, Pine Grove, 

54 M L 
Mr. Oliver, 45 H 
Fred. Wurster, 138 P H 
Presbyterian Church, Doon, 45 H 
Jacob Bricker, Roscville, 45 H 
Joseph Mader, Breslau, 45 H 
Jacob Betzner, Breslau, 45H 
Solomon Gehman, Roseville, 4^ H 
Wm. Brown, Cedar Creek, 45 H 

Paris ami Vicinity. 

Mrs. D. Barker, 138 P H R 
J. D. Pettit, 146 P H R 
Kings Ward School, 146 P H R 
Gilford Clump, 146 PHR 
Adam C. Smith, 138 P II R 
S. Applebv, 146 P H R 
O. R. Whitby, 138 P H R 
R. Grey, Burford, 138 P H R 
T. L. Jones, Burford, 138 P II R 
S. B. Pettit, Vanessa, 35 H 
John Ramsay, 138 P H R 
John Miller,"i38 PHR 
John Con worth, 138 P II R 
C. H. Roberts, 40 W 






Arthur Pollard, Burford, 138 P F 
Wm. Alsebrook, 138 P II R 
P. G. Wickeon, 146 PHR 
Thos. Hidgely, 40 W 
M. Chisholm, 45 II 
Mrs. Trot ten, 40 W 

Mr. Murray, 40 W 
Mr. Mauer, 40 W 
J.V.Wood, 50 W 
P. O'Connor, 50 W 
Arthur Ince, 40 W 
River St. Manse, 40 W 

D. Maxwell, 50 W 

G. B. Angers, (3) 40 W 

Samuel Allchin, 50 W 

Mrs. John Dickson, 50 W 

Captain Cox. 50 W 

J. Buckley, 40 W 

J. Brockbank, 40 W 

James N el lis, 40 W 
R. D. Thompson, 40 W 
D. Barker, 40 W 
Geo. Midgeiev, 40 W 
Thos. McCosh, 50 W 

G. P. Buchanan, 40 W 
P. G. Wickson, 40 W 
Methodist Parsonage, 50 W 
Mrs. Winskill, 152 S D 
Samuel Henderson, 45 H 
Mrs. Howell, 152 S D 
John Smith, 45 H 
Methodist Church, 55 H 

T. B. D. Lapirre, 45 H 
Baptist Church, (2) 55 II 
Andrew Telfer, 40 W 

Chas. Robinson, 40 W 
John Kay, 40 W 

Wm. Simpson, Drum bo, 144 S I 
John Folsetter 138 P H 

Joseph Hill, 144 S D 

R. McCormick, 138 P II 
Walter Dryden, 144 S D 
Wm. Drynan, 146 P H 
Robert Wall, 136 P H 
Peter Adams, 136 P H 

Horace Hunson, 146 P H 
John Knill, 136 S D 
John Lillico, 136 S D 
Chas. Whitlam, 146 P H 

C. M.Foley, 144 S 1) 

Geo. Smith, 152 M 
S. Dadson, 146 P H 
George Bernhardt, 136 S D 
A. G. Pettit, 146 P H 
T. Y. Wood, 136 S D 

John Torrance, 136 S D 
Henry Render, 13SP H 
John Clump, 146 P H 
Congregational Parsonage, 146 P 

G. H. Armstrong, 136 S D 
G. T. Simpson, 146 M 
Cornelius Clump, 152 M 
John Trish, 136 S D 
Robert Wilson, 138 P 11 

Horace Sharpe, 146 P II 
Joseph Schaffer, 144 S D 
Jas. Ramsay, 138 P H 
A. Westbrooke, 45 H 

D. Hogarth, 136 S D 
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Qneensville. 

Patsy iloran, 45 II 
J, Dornn, 45 H 
Malen Doan, 45 II 
Qneensville High School, 45 H 
Geo White. 35 H 

Frank Parson, 45 H 

Rat Portage. 

Public School, (a) 45 H 

Dr. S. S. Scovill, 43 H 

R. J. N. Pither, 43 H 

D.T. Ferguson, 43 H 

J. Gurette, Keewatfn, 43 H 

E. Arnold, Russel House, 65 H 

A. McKinnon, 43 H 

John Gardner & Co., 45 H 

James Robertson & Co., 45 H 



Renfrew and Vicinity. 

James Craig, 45 II 

S. McDougall, 45 H 
James Cars well, ■;$ H 
John Gibbons, 45 H 

Hy Barr, 45 H 
J. Barr, 45 H 

W. Plaunt, 4S H 

W. Knight, 35 II 

A. Smith, 45 H 

R. Earth. 4s H 

W. Barr, 45 H 

Belchey Bros., 45 H 

Mackie Barr, 4^ H 

R. Galbraith, 45 H 

R. Humphries, 35 H 

C. Bens well, 45 II 

G. Guest, 415 H 

M. Bozel, 45 H 

W. Logan, 45 H 

W. Logan, 55 H 

I). Roche, 35 H 

Dr. Mann, 55 H 

Mr. McAndrews, 55 H 

Hough Hotel, 55 H 
J. Mclntvre 45 H 
James Cars well 35 H 

R. Russell, 45 H " 
John Barr, 4; H 

M. Devine, 33 H 

P. Devine, 35 H 
Mr. Peblow, 45 H 
Noble Dean, 45 H 
James Young, 53 
Joseph McRae, 53 II 
E. Mahew, 35 H 

Alex. Johnston, 45 II 
Joseph Gravell, 35 H 
James Fitzsimmons, 33 H 
M. Gravell, <;$ H 
M. Gravell, 34 M L 
M.J. O'brien, 35 H 
Rev. P. Ruszier, 45 II 
Rev. P. Ruszier, 05 II 
Mr. Barnett, 4.^ II 
Theo. Penault; 43 H 
A. Scott, 4:; H 
S. McDougall, 45 II 
S. McDougall, S3 H 
W. Allen, 45 H 
Mr. French, 45 II 



• 



Mr. Stewrt, 45 II 
Mr. Burns, 43 H 
Methodist Parsonage, 45 H 
Jos. Plaunt, 53 H 
Jerry Ryan, 45 H 
James Leitch, 45 H 
P. Barrie, 55 PI * 
M. Bray, 45 H 

Ru-lm ioiicl Hill and Yieinity. 

G. Cook, Maple, 132 S D $* : 
R. Tugsley, Davisville, (2) 134 M 

A. Hendrick, Headford, 134 Mj 
G. Reddett, 13b PHR 

J. Palmer, 13S M 

Dr. Wilson, 134 M • 

W. Trench, 13S M 

W. Proctor, 138 P H & R 

Sanderson Bros., 50 W 

W. Cook, Carrville, 13S P H & R 

Wm. Atkinson, 40 VV, Store, 40 W 

Mr. Skeele, 40 W 

B. Bril linger, 50 W 

Ridgetown and Vicinity. 

John A. Elliott, (2) 35 H 
J as. A. Dart, 35 h (2) 45 h 
L. filer, 35 h 

C. E. Scone, 35 h 
E. Wakeford, 35 h 
L. S. Hancock, 35 h 
Mrs. S. Dodge, 3$ h 

C. B. Lake, M. D., 35 h 
David Simpson, 35 h 
Miss H. Young, 35 h 
Geo. Hunter, 35 h 

Thos. Scane, P. L. S. 35 h 
John Rose, Morpeth, 45 H 
Collegiate Institute, 45 h 

Sanlt Ste. Marie. 

Dr. McCoIlough, 13S P H R 

W. II.Evanson, 136 S D 
R. H. Carney, 138 M 

D. Murray, 346 P H 

J. G. Campbell, 136 S D 

Public School, (4)4=; H 

W. II. Plummer & Co., k:SDR 

Mr. McDowell. 136 S D 

Rev. Mr. Duncan, 136 S D 

Town Fire Hall, 138 M 

W. A. Quibell, 138 M 

L. H. Kuderling, 136 S D 

H. Plummer, 138 M 

Methodist Church, 45 H 

Baptist Church, 45 II 

Seafoi-th. 



Mrs. S. Chesney, 138 P H R 
Mrs. A. J. Clark, 138 P H R 
Jos. Kidd & Son. (2) 45 H 
fos. Kidd cS: Son, Dublin, 4s H 
T. 0. Kemp, ;32 S D R 

Sebringeville" and Vicinity. 

D. L. Kastner, 13S M 

V. Litt, 138 M 

John Murray, Avonton, 4^ H 

VV. II. Coulton, 3.S H 

School Section No. 7, Kinkora,45lI 

School Section No. 3, 45II 



Sliedden and Vicinity'. 

Methodist Church, (2) 35 H 
J. O. Lumley, Iona*45 H 
Thos. Orchard, 33 H 
E. E. Phillips, Selkirk, 45 H 

Shelburne and Vicinity. 

A. B. Noble, 45 H 
Dr. Barr, Homing's Mills, 45 H 
John Palmer, Morning's Mills, 35II 
James E, Marshall, 33 H 

E. Berwick & Co., 65 H 
A. McLaughlan, 35 H 

F. A. Campbell, 45 H 
Dougal Bell, 33 H 
Dr. Barr, 45 H 
Hugh Carson, 43 H 

S. F. M. O'FIvnn, 45 H 
Chas. Hall, 45 H 
I. F. Belfry, 35 H 

Sinicoe and Vicinity. 

Malcolm Coll, Victoria, 35 H 
S. W. Sawine, 45 H 
Joseph Balmer, 45 H 
Mulkin Bros., 45 PI 
Thomas Homely, 33 H 
Chas. Chadwick, 34 M L 
Mrs. Thomas Kindall, 34 M L 
W. Conn & Bro., 34 M L 

C. Austin & Co., 54 M L 

Smith's Falls. 

Adam Foster, 146 P H 
John R. Lavell, 146 P H 
John Moore, 146 P H 
'High School, (2) 146 P H 
Catholic Church, (2) 146 P H 
R. W. Stacev, 146 P H 
John McGilf, 146 P H 
S. M. Barns, 138 P H 
Samuel Lockhart, 138 P H 
R. Beckett, 134 P H 
W. Lavell, M. D., 134P H 
R. C. Smith, 136 P H 
A. G. Farrell, 136 P H 
Mathew Ryan, 146 P H 
Pal lace Ho'tek 2 146 & 138 P H 
W.J. Grahanj, 138 M 

D. A. Ferguson, 146 P H 
John Sheals, 136 M 

R. Cardiff, 136 M 
J. M. Clark, 152 M 

St. George and Vicinity. 

Chas. Bell, 40 W 

Benjamin Bell, 40 W 

Smith Wait, 50 W 

T. Charlton, 40 \V 

J as. Muller, 40 VV 

Dr. Howard, 13S M 

Wm. McArthur, Branchton, 35 H 

Htonfville and Vicinity. 

Thos. Hood, Milliken, 138 p h 
Jonas Boyer, 138 v H 
Lyman Doherty, 138 r h 
Elijah Johnson, 33 11 
Dan Burnett, 33 H 
Arthur Stapleton, 33 11 
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St. Clements. 

Roman Catholic Church. 55 H 

" " « Manse, 146 PH R 

Jacob Bush, 45 ic 
Mr. Boegel, 45 H 
Jos, Greyerbiehl, 55 H 
Jacob Bauman, 45 11 

Stratford and Vicinity. 

E. Hodgins, 138PH 

Mark Wade, 138 p ji 
Convent (2) 152 M 
Jas. Cocoran, 144 p 11 

"Hoffman Bros., 138 P H 

F. Bryatt, 13S p 11 

E. K." Barn-dale & Co., 134 S D 

Dr. Robertson, 14- M 

S. R. Hesson, M. P., 138 p h 

Geo. Rennie, 142 M 

Mrs. Michie, 138 p II 

C. Quinlan, North Easthope, 35 H 
Wm. Makins, North Easthope, 35 h 
Alex Hoane, North Easthope, 45 n 
Thos. Waldie, 45 H 

E. S. Smith, 138 P n 

Mathew Hyde, 134 i> it 

Gordon & Orr. 136 s D 

N. A. Bosworth, 24 c 

Jos. Rankin, 35 u 

Scarff & Ferguson, 13S M 

Bank of Commerce, 134 P h 

Jos. Johnston. 134 P H 

Mrs. H. A. Gee, 138 p H 

James Bennoch, 138 p H 

German Church, 144 s d 

School Section No. 4, Downie, 45 h 

W. W- Ballantyne, Downie, 45 h 

JH. Roberts, 136, s D 

G. W. Lawrence, 13S P 11 
J. C. Montuth, 45 H 

Andrew Montuth, Downie, 45 h 
Mrs. Fletcher, 132 s d 
John Hogarth, 136 S D 
Joseph Orr, 136 S d 
Wm. Jeffrey, Jr., 136 s D 
Joseph Baxter, 142 M 
H. Baker, 138 p H 

D. D. Day, 138 ph 

P. E. B. Hervey, 138 PH 
Rev. D. W. Hay, 136 s d 
John Heinbuch, South Easthope, 

35 H 

Mrs. D.J. Bailey, 138 p h 

Scrimgeour Bros., 144 s d 
D. Forbes North Easthope, 45 H 
R. Stewart, 136 s D 
Herald Office, 152 M 
R. Tedman, 138 m 
C. Mcllhargey, i34 p H 
Dr. Tern an, 134 m 
Chas. Packert, 138 P H 
J. W. McEwan, (2) 45 h 
A. J. McPherson, 65 H 
Foresters Store, 144 s d 

St. Mary's and Vicinity. 

Wm. Roger, Avonbank, 35 H 
John Petty-piece, Motherwell, 45 H 
John Butler, Motherwell, 35 H 
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Thos. Currelly, Fullerton Corners, 

45 H 

Frank Morris, Fullerton Corners, 

4S H 

Wm. Rice, Fullerton Corners, 35 H 

Wm. Hazlewood, Kirk ton, 35 H 
Samuel Doupe, Kirkton, 35 H 
George Kemp, Anderson, 35 H 
Thos. Epplett, 45 H 
S S. No. 8, Blanchard Township, 

45 H 
A. Nairn, 35 H 

English Church Rectory, 1 38 P H 
Wm. Andrews, 138 P H 
John Bartlett, (2) 138 P H 
John Bartlett, (2) 136 S D 

St. Thomas. 

Alon/.o Caughill, 146 M 
lohn Campbell, 138 P II 
Doughall Campbell, 55 H 
Gifford Axford, 18 C 
James Dangertield. 45 H 
Wm. Edwards, 18 C 

Mi*s Travers, 134 M 

J.M. Glenn, 138 P II / 

Wm, Glover, 35 II 

Samuel Whitwan, 134 M 

A. Meehan, 134 P H 

S. O. Perry, 134 M 

Wm. Teetzel, 18 C 

S. V. Wilson, 134 1° 11 

A. Murrav, 138 M 

A. W. Graham, 13S M 

Pepper Bros.. Springfield, 35 H 

John Miller, 4.5 H 

Trinity Church. 55 H 
J. M. Green, 5S H 
Griffin & Wright 45 H 
Baptist Church (2) 152 S D 

Stevensville and Vicinity. 

Louis House, Ridgeway, 138 p h r 

Mrs. L. Kraft, 138 P H R 

John Edge worth, 40 w 

Richard Rogers, 138 P H R 

M. Baker. 138 p h r 

Marl in Baker, 138 p H R 

Mr. Lavcock, 146 p H R 

M. K. Collver, M. D., 40 w 

Stayner and Vicinity. 

Wm. Reynolds, 35 H 
Presbvterian Church, (2) 55 H 
R. E. "Bingham, 35 H 
M. McEachren, 55 h 
Roman Catholic Manse, 53 H 

Sunderland and Vicinity. 

Methodist Church, Oak wood, (2) 

45" 
Salem Church, Maraposa Township, 

35" 
Mr. Webster, Maraposa, 45 h 

Dr. Geo. Fierheller, 55 n 

Sutton West. 

C. B. Paget, 152 s d 
J. L. Haggerman, 35 h 



J as. Sharp, 55 H 
R. Sturtridge, 55 H 
Dr. Sibbalt, 45 H 
Joseph Davidson, 34 m l 

Tara and Vicinity. 

Queen's Hotel, 55 h 

William Esplin, Arran Township, 

45 " 
James Craw, Arran Township, 35 h 

J. II. Treleaven, 35 11 

Duncan Black, Arran Township,35H 

W. A. Geroralamy, 55 11 

Isaac Shannon, Store, 45 h 

Isaac Shannon, 45 H 

W. A. Bremner, Sullivan Township, 

45 H 

Peter Arnett, Amabel Township, 

35 h 
Thos. Keough, Invermay, 45 h 

Public School, Invermay, 45 H 

George Dunn, Invermay, 45 H 

George Craw,Arran Township, 45 h 

Public School, (2) 45 it 

Francis Taylor, Derby Township, 

35" 
Presbvterian Manse, 45 h 

Tilsonburg- and Vicinity. 

E. D. Tilson, 45 n 

F. W. Young, 35 H 
T.J. Barrett, 35 H 
John McDonald, 55 H 
Dr. Chas. McDonald. 55 11 
Wm. Forbes, 45 H 

R. C. Scott, 45 H 

Toronto. 

J. McMullen, (2) 134 M 

"Steven Wilcock, 170 River Street, 

134 M 
A. K. McNair, 134 M 

W. Lelean, 134 M 

Wm. Munns, 134 M 

W. H. Nash, 134 M 

Thos. White, 134 M 

J. Chandler, 2 3<S Markham Street, 

134 M 
D. C. Ferguson, ^29 King Street 

West, 136 S D*R 
dimming & Cumming, 29-31 

Gwynne Ave., (2) 134 M 
Mr. Gourlay, 375 Shaw Street, 134 

M 

Mr. Herod, Grafton Ave., 134 M 

J. Rilev, 134 M 

J. Hughes & Son,S8 Harbord Street, 

(2) 134 M 
Mrs. L. A. Hoskins, 134 M 
Jas. Watson, Peoples Loan Co., (3) 

138 M 
Manes & Booth, 99 Marion Street, 

13SM 
Thomas Mullholland, 24 and 26 

Bradelbane Street, 138 M 
J. R. Bond, Winchester Street, 138 M 
G. S. Karr, 179 Dovercourt Road, 

138 M 
W. H. Niddue, 27 Prince Arthur 

Ave., 138 M 
F. Wooten, 253 Shaw Street, 138 M 
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Rev. R. McKee, Eglington, 13S M 
E. II. Hilborn, 74 Brunswick Ave.. 

142 M 
R. McMillan, 146 M 
Gourlay, Winters & Learning, 1S8 

Yonge Street, 152 M 
A. Bencroft, 46 Gwvnne Avenue, 

134 P H R 
Guinane Bros., 120 Yorkville Ave., 

134 P H R 
John Phillips, 125 Victor Avenue, 

134 PHR 
Robert Worth, 123 Victor Avenue, 

134 PH R 
P. J. M. Hancock, Consumers Gas 

Co., 134 P H R 
George Halford, 22 Victoria Cres- 

' cent, 18 C 
]. J. Graham, 306 Dovercourt Road, 

iSC 
Edwards & Webster, Architects, (2) 

iSC 
E. E. A. Uuvernet, Crawford Street, 

(2)i8C _. 

W. H. White,3s3 Dovercourt Road, 

18C 

R. J. Lightle, 38 Coolmine Road, 

"18C 
D. G. Stephenson, Little York, 

138 M 
W. J Caven, Springfield, 138 P II 
George Rapple, 58 Bismarck Ave., 

146 S D R 
Mr. James, West Toronto Junction, 

146 M 

John Beatty, Beattv Avenue, Park- 
dale, (2) 136 S*D 

George Rathbon, Gladstone Ave., 
1 36 S D R 

D.J. McKay, Cyar Street, 1 36 S DR 

C. Coxhead, Parkdale, (2) 13S P II 
C. Coxhead, Parkdale, 136 S D R 
J. D. Strawn, 69 Cyar Street, 136 

SDR 

J. Addison, Harbord Avenue, Park- 
dale, 136S D R 

Wm. Dunklev, Close Avenue, (2) 
136SDR 

Dr. J. C. Burt, 104 Dovercourt 
Road, 136 S D R 

Wm. Stewart, O'Hara Avenue, 
Parkdale, (2) 138 P H 

W. H. Morden, Dowling Avenue, 

138 P H 
J. Smith, Close Avenue, 138 P H 
}. S. Brereton, 114 Dovercourt 

Road, 138 P H 
People's Loan Co., 138 P H 
Wm. Wedd, Jr., Jameson Avenue, 

Parkdale, 138 P H 
W. J. Peppiatt, Spencer Avenue, 

Parkdale, (2) 138 P H 
T. H. McNairn, Callendar Street, 

Parkdale, 138 PHR 
A, G. Hewish, Jameson Avenue, 

Parkdale, 144 S D R 
C. P. Lennox, 40 Beaconsfield,Ave., 

144S D R 
Eyre Thurreson, 38 Beaconsfield 

Avenue, 144 S D. 
Methodist Parsonage, Parkdale, 146 

PHR 



IIolv Trinity Sunday School, 146 
"PHR 

IIolv Trinity Sunday School, 152 
"S D 

Miss Musgrove, 151 Mutual Street, 
146 PHR 

Town Hall, Parkdale, 146 PHR 

Rev. John Pearson, 146 P II R 

fames Dudley, 149 Seaton Street, 
146P II R 

R. J. Kennedy, Front Street, 146 
PHR 

E. Trout, Scarboro, 146 P H R 

A. G. Hewish, Lowther Avenue,(2) 
144 S D R 

James Leighton, 136 S I) R 

fames Leighton, 132 S D 

Standard I3ank, Parkdale, 132 S D 

A. II. Carter, Cowan Avenue, Park- 
dale, (4) 132 S D 

M. Bulmer, Lakeview Avenue, (6) 
132 SDR 

Mrs. Titham, 79 Shaw Street, 132 

S D 

Mrs. Potts, 66 Agusta Avenue, 134 

P II 
Mrs. Potts, 66 Agusta Avenue (2) 

132 SD 
W. O'Dell, Shannon Street, (2) 132 

S D 

John McMillan, 393 Markham 

Street, (4) 132 S D 
Rev. J. Smith, . 16 Maple Grove 

Avenue, Parkdale, (2) 134 P H 

f. Lennox, Dunn Avenue, Park- 
dale, (2) 134 P II 

J. Lennox, Dunn Avenue, Park- 
dale, 13S PH 

f. Lennox, Dunn Avenue, Park- 
dale, 138 P H R 

f. H. Cairns, Close Avenue, 134 P H 

T. Muirhead, 333 Markham Street, 

134 P H 

W. Griffith, Sarawren Avenue, Park- 
dale, 134 P H 

W. Hooey, Marion Street, Park- 
dale, 134 P H 

H. Baker, Sussex Avenue, Park- 
dale, 134 p H 

J. Gowanlock, Wilson Avenue Park- 
dale, 134 P H R 

Geo. Scott, 3S4 Church Street, 136 

S D 
Wm. ferett. Beaconsfiield Avenue, 

136 S D 

f. Orr, Mimico, 136 S D 

Geo. Sinclair, Dunn Avenue, Park- 
dale, 138 P H 

Geo. Sinclair, Dunn Avenue, Park- 
dale, 136 S D 

Geo. Sinclair, Dunn Avenue, Park- 
dale, 136 SDR 

f . E. Brigham, 70 Brunswick Road, 

" 138 M 

N. Manning, West Lodge Avenue, 

134 M 

T. Gander, West Lodge Avenue, 

18 C 
H. Keeley, Brocton Road, 134 M 
fas. Hunter, Dmn Avenue, 146 M 
O. Davis, 258 Seaton Street. 136 M 
f . A. Carlaw, Bay Street, 146 M 



Dr. A. Hamilton, 57 Harbord Ave., 

144 M 
W. D. Hay, Manning Ave., iS C 
R. N. Baird, So Giosvenor Street, 

13SP H 
R. S. Dinnick, Borden Street 13S M 

Wm. Townsend, Leopold Street, 

134 M 
Rev. Wm. Burns, 13 Madison Ave., 

144 S D R 

F. A. Watt, S3 Jamieson Avenue, 

138 M 

C. Coxhead, Mimico, 138 M 

Mrs. Giles, 105 Close Ave., 132 S D 

R. M. Scott, Mackenzie Crescent, 

(4) 18 C 
W. B. Chisholm, Oakville, 152 M 

Mr. Real, Niagara Street, 146 M 
Toronto Pressed Brick Co., Mimico, 

134 M 
R. J. Newlove, 132 Dovercourt 

Road, 138 M 
Thos. Nickson, Mimico, 134 M 
Dr. W. W. Ogden, Queen Street 

West, (4) 146 M 
Geo. Gray, Mimico, 132 M 
J. G. Ridout, Rusholm Road, 142 

SDR 
Mrs. Harwood, Elm Grove, 18 C 

G. M.Rose, St. Joseph Street, 152 M 
Ilumber Shool, Humber, 152 M 

A. Dingman, Queen Street East, (2) 

146 P H 
A. Dingman, Queen Street East, (2) 

138 P II 
Wm. Tedford, McDonell Avenue, 

(11) 134 M 
T.Jack, Maynard Crescent, 136S D 
Parkdale Boating Club, 136SDR 
R. Hayes, Dowling Ave., (2) 134 M 
N. P. Favle, Lansdowne Avenue, 

1 36 S *D R 
Mr. Greenwood, Oakville, 136 M 
Rev. John Mutch, 146 S D R 
Methodist Parsonage, Grange Ave., 

152 M 
Rev. VV. G. Wallace, Mad. Avenue, 

146 M 

From Trenton and Ticinity. 

Lewis Little, 45 H 

Josiah Shurrie, 138 phr 

O. H. Bonter, 35 H 

James Little, 138 p ir r 

Wm. Little, 53 h 

Andrew Little, 53 h 

Mrs. A. H. Drewery, 134 P 11 r 

Mrs. C. Francis, 134 p h r. 

Victoria B. C* 

First Presbyterian Church, 1^2 

SDR 
St. Andrews Presbvterian Church 

(3) 152 SDR 

Methodist Church, 136 S D R 

J. C. Haves, 136 S D 

Eli Beam, 134 P H 

Walkerton, 

John Klemp, 55 H 

Roman Catholic Church, 55 h 
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Station Hotel, ^ h 
Cba«. Fox, 53 h 

}■ Klein, Q.C., 35 H 

H. McCrum, 45 h 

Wm. Richardson, 45 u 

C. Bruder, 55 h 

W. Clendenning-, 45 h 

Merchants Bank, 142 pur 

Waterloo. 

C. A. Wanless. 13S m 
P- II. Sims, 146 m 
R. C. Church, 152 m 
Mr. Hamel, 13SPHR 
Mr. Wagenast, 13S p h r 

Weston and Vicinity. 

Josiah McDonald, 13S p ir r 
D. Rowntree. 152 p h r 
B. Roake, 138 p h r 
Alex. Forster, 136 S D R 
Andrew Coulter, 136 s d r 
Wm. Grubb, 138 ph r 
Robert Summerville, 13S i> h r 
Dr. Charlton, 146 p h r 
John Brown, 132 s d r 
John Snider, 415 h 
John H. Snider, 138 p if r 
Isaac Dollerv, 138 p h r 
Wm. Mulholand. 13S p H R 
James Hardo, 13S p h r 
Edward Shuttleworth, 13S pur 
U R. Lemaine, 138 p h r 
Edward Barton, 135 p h r 
Mrs. Palmer, 138 p h r 
Mrs. Wardlaw, 132 p h r 
Andrew Coulter, 136s dr 
John Strang, 13S p h r 
John L. Card, 35 H 
Wm. Jackson, Maple, 134 M 

West Toronto Junction. 

A. Brown, (4) 18 C 
Rev. Mr. Middleton, iS C 

T N f tr ^£ Wright, ^ 2 ) I38m 
John D. Farquhar, 13S P H 
Berry & Bolton, 138 M 
Wine Bros., 134 M 
St. John's Church, 252 m 
John S. Kirkwood, 146 p h 
Dr.S. F. B. Reid 13? M 
Hoover & Walton, 134 M 
D. C. Walton, 13S m 
Geo. Gurd, 134 M 

Parkdale Methodist Church, 146 p „ 
I • Gilleran, ( 3 j 138 M ^ 

fa 5S t0 ?' (3 ^ 1 3 + M and (3) 1 38 m 
Edward Parlow, (4) ^ C 

Wm. Fletcher, (3) lS C 

C. C. Fie well, 138 M 

Joseph Smith, 13S i' ii 

Wiarton. 

John II. Whicher, 35 H 
Christian Cammage, ;c h 
M. D. Devitt, 45 5 

Chas. Whicher, Colpovs Bav 3s „ 
C. Langford, 35 h ' 3 

John Sadleir, 35 H 
Jas. Paterson, 45 n 



Jas. Robinson, 45 h 
A.J. Kyle, 45 h 

C. Swale, 35 h 

Winchester. 

Chrysler Church 45 h 
G. Walker, 43 h 

D. Fulton 236 s d 
Peter Bowman, 146 s 1; 
Isaac Fulton, 3^ h 
Methodist Church (2) 55 n 

Wiiigliajn and Vicinity. 

Queens Hotel, 55 ir 

Wm. Smyth, 43 h 

H. Davis. 45 h 

Mrs. A. Gnevv, 43 h 

Brunswick House, (2) 4 c H 

Town Hall, (2) 55 H 

Methodist Church, Bluevale, 55 h 

Wyoming". 

Public School, (2) 45 h 
Allan Duncan 3c h 
W. B. Collins, 35 h 
A. McCav, 35 h 
&■ Casey, 43 H 

A. McJLachlan, 35 h 
X. Bos well, 35 H 
James Dewar, 35 H 

Woodstock. 



Dr. McLav, 144 s d 
Dr. Bartlett, 138 p H R 
Prof. McKechnie, 138 p H 
Prof. Rand, 138 p h 
Thos Clarkson, 134 P „ R 
Dr. Field, 138PH 
W.Patrick, 134PH 
W. "\\ ilson, 138 p H 
T. Haywood, 130 &j 34 PH 

£j^.- s ^ vtel M3) 13s ph 

Baptist Church, s d 

Wm.Parey, ,34 P H 

Ihos. Gardner, (2) ,34 P H 

H. f. Brown, s d 

J- B. Hall, S D 

D. H. Charles, s d 

Geo. Adams, 138 p H 

Mrs. Muttlebury, 138 P H 

Mrs. Gordon, 142 m 

W. Hunter, 134 P H 

W. Sweet, 134 ph 

D. Peacock, 142 m 

H. Rowel, 13S P H 

J. Cole. 138 p H 

A. McK.ee, s n 

Wm. Guy s D 

A. B.I lav, sn 

Mn McKay, 13S P „ 

I- J. Hale, s d 

g. G. McKay, 146 P H 
Sheriff Perry, p H 

Mrs Burgess, 1 38 P H 

Mr Laidlaw, 136 s d r 

H. Rose, 138 p H 

Phos. Scott, p H 

Dr. Welford, r 4 6 P H 

Congregational Church, (2) l$2 s D 



A. Mcintosh, s d 
Jas. White, 146 p h 
Xesbitt Bros., s d 
J.H. Hill, 138 p H 

-r C M ■ I ? arwood » ( 2 ) '34PH 
1. McLennagan, 138 p. h 

D. Phelan, 144 s d 

E. L. Dawson, 138 p h 

wn-K?! ennegarM2 J '3S>h 
H. JJibble, p h 

J. Rice, 134 p H 

J. Kirk 134 P H 

E. L. Dawson, p h 

G. C. Field, p h 

J. Overholt, h 

VV. Overholt, h 

Col. S. Kinner, H 

A. Webber, r 3 8 p h r 
Geo. Eden, 138 p h 
Levi Marshall, 138 p h 
S. Mason, p h 
Dundas Street Methodist Chur 

Bickerton Bros., (2) 138 p h 

B. McNichol, 134 P H 
A. Watson, 134 p H j 
Dr. McKay, 13S p h 
A. B. Welford, M. D., , 4 6 p „ .■ 

QUEBEC REFERENCES. 

Granby, Q Iie . J 

Wm. Neil, 36 h 
U. A. Neil, 3s H 
John Bradford, 35 H 
Alex. Herbert, 35 H 
A. W.Mitchell, 35 „ 
Turner Roberts, 35 H 
Calvin Clow, 35 h 
Wm. Jenkinson, 3^ H 

F a w^ o ; s n ': hip ' Bank ' ,3SPH 

Dexter Mitchell, 13S P H 
J- A. Tomkins, 34 m l 

I>aiiville f Que., and Vicinit; 

Dr. Dai-che, 35 H 

D.Jubart, 35 H 

L. X. Bourgeois, 3c h 

John Wadleigh, 35 H 

S. H. Haddock, Kingsley, 34 M l 

A. G. Moore, 3s h 

Rev. F. A.. Read, 35 H 

John Johnston, 35 H 

Lennowille and Vicinity. 

Geo. Henry, 3^ u 
C. W. Abbott/cc H 
Mrs. H. Wilson, 35 H 
H. Hunting, Huntingville, 3c H 
Wm. Hunting, Huntingvill^ „ 
Wm. Bown, Robinson, 3s „ 5 
Jno. Lefebore, Robinson, 3 c „ 
Chas Bown, Robinson, 34 M L 
r* bharman i Robinson, 34 M L 

Sherbrooke and Vicinity. 

W, G. Murray, Massawippi, 45 H 
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P. SrnU, lS C 

J.'hn MacDonald, l$ C 

W . K. Webster, (7) l8 C 

II. A. O'Dell, 134 M 

W. Davis, i8c 

F. C lines, iS c 

R. Giff, iSc 

P. Olivier, 134 m 

A. W. Olivier, 134 M 

Protestant School Mouse, 134 m 

C. H. Fletcher, 134 u 

W. Plante, 14 c 

Miss Tetu, 34 M l 

E. Stevens, iS c 

JL#, Smith, 14 c 

A. Wilson, 18 c 

Wm. Bailey, 14 c 

A. Langster, 134 m 

Ja<. Songtster, iS c 

j. H Walsh, 18 C 

John Davidson, 45 h 

*H. Davidson, 134 p h 

W. Davidson, it> C 

T. Fuller, 138 p h 

W. Fuller, 138 p h 

H. Schumack, 18 c 

J. Waterhouse, 18 c 

Dr. Elie. 138 p h 

J. C. Henev, 13S ph 

St. Andrew's Church, (3) 13S p h 

W. Ross, 35 H 

H. Ross, 35 h 

R. Robinson, 35 h 

H. B. Biown, 45 h 

Walter Blue, 13S p H 

W. H. Priest, 134 M 

A. H. Anderson, 45 h 

Waterville Central School, 45 h 

George Long, 45 11 

Edison Electric Light Co., 45 h 

S.J. Fogs, 138 ph 

John Thompson, 45 h 

J. Hainsworth, 45 h 

T. Long, 45 H 

E. R.Johnston, 13S p h 

W. Beckett, 45 H 

Col. G. Luke, 45 h 

W. J. Mill-ward, 138 p h 

}. Mitchel", 13S P H 

G. G. Brvant, (6) 138 p h 

W. Wilson, 18 c 

J. Morkell, 45 H 

R. Robinson, 35 h 

Walter Blue, 138 p h r 

H. X. Anderson, Cashier Q. C. R.R 

33 h 
Church of the Adventists, 45 n 

S.J. Foss, P.M., 33 h 
John Thompson, 35 H 

St. Haycinthe, Que. 

Joseph Morin, 146 p h R 

M.S. Moirphv, 138, p h R 

St. Dominique Church, 146 p h R 

E. H. Richer, 138 P H R 

F. X. Boisseau, 138 p h R 

Sutton, Que. 

Dr. MacDonald, 45 h 
R. \V_yatt, 35 h 
Ogden Sweet, 45 H 
S. W. Robinson, 35 H 



O. P. Doray, 4.5 n 

J as. Lafleur" 33 h 

M. D. Scott, Scottsmorc, 35 h 

Rev. N. E. Mashiot, 45 h 

MANITOBA REFRENCES. 

Birtle. 

Arthur Doig-, (2) 35 h 

G. V.J. Hallen, 35 h 

J. Crawford, 35 h 

J. A. Markle, 45 h 

Geo. G. McLaren, 55 h 

Fred Axford, Glenboro, 34 M L 

John McKinzie, Glenboro, 34 M L 

R. Morrison, Glenboro, 45 H 

A. Doig, Glenboro, 35 H 

Mrs. M. A. Ross, Manitou, 13S P II 

R. Ironside, Manitou, 138 M 

Wm. Fullerton, Manitou, 13s M 

Chas. Bate, Killarney, 45 H 

Mrs. D. Hvsop, Killarney, 3$ H 

John Hofleff, Plum Coulee, 138 M 

E. Penner &: Co., Plum Coulee, 

146 M 
John Dulmage, Souris, 142 M 
W. J. Wilcox, Virden, 35 H 
Frame & Miller, Virden, 136 S D R 
Dr. Lafferty, Calgary, 146 P H R 
Rankin & Allen, Calgary, 144 S D 
Presbyterian Manse, Carman, 134 M 
Alex. Stewart, Carman, 134 M 
Valentine Winkler, Mordeti, 138 M 
Mr. Hansen, Morden, 134 M 
Shultz & Hanson, Morden, (2) 152 M 
Jos. Gwerrette, Keewatin, 43 H 
Kildonan Manse, Kildonan, 13S M 
Geo. Craig, River, F. R., 45 H 

Bossievain, Man. 



C. Ryan, 55 H 
C. R\ an, 45 h 
J. Knittle, 55 H 
Mr. Cowan, 138 M 
Mr. Hurt, 734 M 






Brandon, Man. 

F. Nation, 1461* h r 

Dr. Flemming, 146 P H R 

Wilson & Smyth, 146 P H R 

F. B, McKenzie, 13S p h r 

D. Mc Vicar 138 p h r 

T. W. Adams, 134 p h r 

J. Fleming, 132 S D 

Dr. McDiarmid, (2) 152 m 

Alex. Trotter, 134 M 

J. A. Montgomery, 152 M 

Deloraine, Man. 

• 

Rev. D. Munroe, 43 h 

Geo. M. Kenzie, 43 h 

A. P, Stuart, 45 11 

H. L. Montgomery & Co., 55 m 

Cuiiningtoii Manor, N.W.T 

James Humphreys, 55 h 
Mrs. S. Williams, 45 H 
J. G. Baker, 33 11 
Public School, 35 H 



J. J. Campbell, 35 1-1 
Becton Bros., 55 11 

Carbcrry, Man. 

R. Logan, 136 s d 

R. Logan & Co., Bank, 142 m 

J. R. Henderson, 45 n 

John Lyons, 35 H 

Wm, McMillan, 34 m l 

Alex. Robertson, 45 H 

Thos. Elliott, 34 m l 

H. W. Brown, 45 11 

Alex. Mcintosh, 34 m l 

Dr. T. W. Gilbert, 34 ML&54ML 

Wise & Dalton, 45 h 

Mr. Wise, 136 s d 

A Gretna, Man. 

E. Penner, & Co., 146 p h r & 152 M 
Shultz & Hanson* 146 PH R 

Mr. Shultz, 138 m 
Henry Ritz, 134 m 
Chas. Wahn, 162 s i> R 
A. Coblentz, 134 m 
Siemens Bros., 138 m 
Herman Helloss, 138 m 
J- F. Tennant, 134 M 

Holland, Manitoba. 

Geo. Smart, 34 m l 
W. R. Ross, 55 h 
C.J. Crawley/ 35 H 
Chas. Kerr, 34 m l 
E. Mawhinney, 35 h 






Moosoiniii, Man 



L. Wyssman, (2) 152 m 
Mr. Daniels, 138 p h r 
Thos. Grayson, 45 H 
Thos. Grayson, 136 s D 
Captain Price, 138 m 

Neepawa and Vicinity. 

F. Skelding, 45 H 
Wm. Connell, 35 H 
Joseph Little, 35 H 
Davidson & Co., (2) 45 H 
John A. Davidson, 45 H 
D. H. Harrison, 35 H 

J. A. Clare, 45 II 
Methodist Church, Arden, 35 II 
M. E. Boughton, Arden, 35 H 
Dr. Sibbitt, 35 H 

G. O. Clare, 45 H 
J. Richardson, 35 H 
John Law, 45 H. 
Methodist Church, (2) 45 H 
John Crawford, 35 H 

Portage la Prairie, Man. 

D. M. J. Hagarty, M. D., 45 H 

James Bell, (2) 55 H 

H. L. Patterson, 45 H 

S. R. Marlatt, 35 II 

Frank Connor, 45 H 

Mrs. John Connor, 45 H 

Union Hotel, 55 H 

Grand Pacific Hotel, (2) 55 H 

Presbyterian Manse, 45 H 
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Robert Millar. 45 11 

|as. McLanaghan, 45 H 

\V. J. Cooper, 45 II 

Alex. McLean. 45 II 

Adams & Jackson, (Rossin House) 

55 H 

W.J.Lyall, 45 II 

V. A. Robertson, 35 H 

R. McKinzie, High Bluff, 4s H 

F. B. Millar, 35 II 

Lansdnwne College, (2) 55 H 

Thos. Sissons, 515 H 

B. M. Canniff, 45 II 

Smith Curtis, 45 H 

Presbvterian Church, High Bluff, 

45 H 

Rev. Rumble, High Bluff, 45 II 

Wm. Forsj-the, 3Z H 
John Duncan, 35 II 
George Davidson, 35 H 

Begina and Vicinity. 

Methodist Church, T44 S D 
Turning & Hoskins, 152 M 
Lansdown Hotel, (>) 152 M 
Industrial School, Battleford, 146 

P H R 

.P. Lamata, 18 C 

Winnipeg and Vicinity. 

"W. llespeler, ^5 H 
W. H. Rourke,^ H 
Grace Church, (2) 55 H 
Major Coutlee, 138 P II 
Isaac Rilev, Stonewall. 55 H 
Geo. D. Wood, 138 P H 
Geo. D. Wood, 134 W 
Sun Life Assurance Co., (4) 146 M 
J. M. O'Loughlin, 138 P H 
Mr. Moore, 142 M 
"W. T. Akin, 3s H 
W.J. Akin, 138 M 
HVr. E. Fortin, 55 II 
A. McBean, 146 M 
Thos. Clark, 142 M 
Thos. Ryan, 45 H 
Thos. Ryan, 65 H 
Thos. Nixon, 138 M 

J. H. Hoare, 138 M 

A. L. Anderson, 138 M 

J. R- Parsons. 138 M 

Jas. R. Boland, 138 M 

T. W . Leggo, 1 34 M 

Jas. Patterson. M. D., 13SM 

Jas. Moro, 34 M L 

George Lee, 45 H 

MISCELLANEOUS. 

Public School, Kincardine, 55 H 
Samuel Henry, Kincardine, 134 M 
Geo. Keating' Keinptville, 134 M 
Geo. Keating, Kemptville, 136 S. D. 
S. Hill, Mark dale, 55 H 
W. J. McFarlane, Markdale, 45 H 
W.J. McFarlane, Markdale, 34 M L 
Presbyterian Church, Omemee, 55 1 1 
Methodist Church, Omemee, 55 H 
R. Guerard, Port Arthur, 55 H 
Judge Hamilton, Port Arthur, 55 H 
Mr. Rusell, Pakenham, 45 H 



I. Wrigglesworth, Ashgrove, 40 W 
Thos. Scovil, Portland, 35 H 
Frank Harrisofi, Portland, 35 H 
Balmoral Hotel, Sudbury, 132 M 
Hudson Bay Store, Sudbury, 152 M 
Mr. Mace, Tarn worth, 55 H 
Thos. Gibson, Wroxter, 45 H 
Dr. T. B. Smale, Wroxeter, 45 II 
Methodist Church, Windham, 45 1 1 
School Section No. 8, Wellesley 45 H 
J. G. Reiner, Wellesley, 45 H 
Dr. Rutten, Wellington, 45 H 
School Section No. S, St. Jacobs, 

' 45 H 
Court House and Jail, Sandwich, 

(4) 45 H 
Methodist Church, Thamesford,45H 

H. & ]. Kellerman, Dashwood, 35 H 
J. N. Mix, Warkwortb.,45 H 
Knox Church, Jarvis, (2) 55 H 
Public School, Unionville, ■}-, 1 1 
J. C. Rowe, Tavistock, 35 H 
Dr. Ewing, Hawkesburv, 53 II 
Hawkesbury Lumber £0., Hawkes- 
burv, 55 H 
English" Church, Hawkesburv, 53 H 

Catholic Separate School, Hawkes- 
bury, 55 H 
Methodist Church, Bealton, 45 H 
W. H. McNab, Milton, 138 P II R 
Jas. Harrison, Milton, 138 P H R 
T.J. Matheson, Milton, 13S PHR 
Moses McCurdy, Hornby, 138 M 
W. Conn, Avlnier, 55 H 
T. S. Hare, Aylmer, 55 II 
S. Wismer, Aylmer, 55 H 
Trader's Bank, Aylmer, 55 H 
J. Marshall, Jr., Bronte. 45 H 
'Wm. Ross, Bolton, 34 M L 
Dr. F. Norman, Bolton, 34 M L 
Millbrooke Church. Milbrooke,i46M 
Alex. Ferguson, Millbrooke, 13S M 
Richard Falls, Millbrooke, 134 M 
W. Thorn os, Newcastle, 134 M 
James Fleming, Morningdale, 45 H 
Rev. Father Kilcullen, Tottenham, 

55 H 
Maple Leaf Hotel, Tottenham, 55 H 
Max Fowler, Hastings, 43 H 
J. B. Calder, Carluke, 35 H 
Geo. Hogg, Barrie, 35 H 
Methodist Church, Zurich, 35 H 
Presbvterian Church, Speedside, (2) 

34 M L 
Methodist Church, Mimosa, 35 H 
St. George's Church, Haliburton, 

34 M L 
John Carter, Sundridge, 45 H 
jas. E. Dickie, Upper Stewicke, N, 

S., 45 H 

Dr. Standish, Palmerston, 35 H 
Dr. Stewart, Palmerston, 35 H 
Martin Schneider, Drayton, 55 H 
Public School, Drayton (2) 45 H 
Schneider & Lunz, Drayton, 45 H 
B. Gerry. Brussels, 138M 
Burton Ethel, Brussels, 55 H 
John Dietrich, Bamoerg, 45 H 
Thos. Dancaster, Port Perry, 146 

PHR 
Still & Waite, Port Perry, I46PHR 
Mackie & Kinton, Huntsville, 45 H 



John Gamble, Troy, 35 H 
Methodist Church, Troy, 45 H 
J. W. Turner, Belleville, 45 H 
F. Carling, Exeter, 45 H 
John Trick, Exeter, 35 H 
Town Hall, Exeter, 45 H 
J. P. Ross, Exeter, 35 
Robert Lockridge, Tamworth, 45 1 
M. J. Beeman, Centerville, 134 M 
Thos. Hall, Washington, 45 H 
W, H. McFarlane, Paisley, 43 H 
John Claxton, Paisley, 35 H 
Jas. Rowand, Dunblaine, 35 H 
VV. Walker &i Sons, Walkerville, (: 

146 P II 
Presbyterian Manse, Acton, 138 I 
Cayuga Jail, Cayuga, 45 H 

C. G. Snyder, Cayuga, 45 H 
John Burns, Hillsburg, 35 H 

D. McKinnon, Hillsburg, 45 H 
Donaldson & Carmichael, Hillsbur 

45 H 
W. H. Manning, Coldwater, 45 H 

J. F. Gallagher, Newboro, 45 H 

Mechanics' Institute, L T x bridge, 14 

P H 

Mrs. Sharpe, Uxbridge, 35 H 

Thos. Alton, Burlington, 35 H 

David Taylor, 'J ees water, 45 H 

Methodist Church Teeswater, 45 

L. A. Brink, Teeswater, 45 h 

Mrs. E. Rolland, Mt. Albert, 34 m 

Ed. Brooks, Mt. Albert, 34 m l 

Geo. Hague, Mt. Albert, 35 h 

D. b\ Smiih, M. D., Ripley, 45 H 
John Humberston, Ripley, 43 H 
Hugh Scott, Kinlough, 45 H 

Dr. E. Goodman, St. Catharine 

146 P H 
C. E. Klotz, St. Catharines, 146 p 
W. J. & J. McCalla, St. Catharine 

I44 P H 

Methodist Church, Oakwood, (: 

45 h 
Salem Church, Maraposa, 35 11 

Mr. Webster, Maraposa, 45 11 

Dr. Geo. Fierheller, Sunderlan 

142 S D R 

R. C. School, New Germany, 45 

R. C. Church, New Germany, ( 

Dr. Fry, Selkirk, 35 H 

E. Phillips, Selkirk, 45 h 

C. H. Weber, Heidelberg, 45 h 

J.J. Brown, Barrie, 55 H 

Geo. Hogg, Barrie, 35 H 

Jacob Reist, Alsfield, 35 h 

R. Dowd, Burns, 35 h 

R. E. Walker, Caledonia, 138 P H 

F. Moses, Caledonia, 138 p h r 
R. Long, Eden Grove, 35 h 
John McKeen, Leith, 35 h 
Fred Taber, Moreton, 35 h 

F. W. Stewart, Lyons Head, 45 h 
Mr. Gardner, Seeleys Bay, 35 H 
Web Copland, Lyndhurst, 55 H 
A. B. Marloroy, Frankfort, 35 h 
Jos. Wood, Garafraxa, 45 h 
Chas. Sockett, Eramosa, 45 h 
John McKee, Duntroon, 45 h 
Israel Eby, Shakespeare, 45 h 
John Dempsie, Fairview, 45 h 
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Nelson Monteith, Fairview 45 h 
Kneils Hotel, Stoufville, 50 W 
J. A. Paterson, Stoufville, 40 W 
John Holden, Queen^ville, 54 m l 
David Ovens, Queensvillc, 45 h 
Mathias Doan, Queensville, 45 11 
Chas. Brodie, Bethseda, 50 W 
Jacob Walton, Kettlebv, 13S s d 
Lutheran Church, Maple, 138 p h 
N. Shunk, Maple, 13S p h 
Wm. Jackson, Maple, 134 p h 
Geo. Cook, Maple, 138 p h 
H. C. Webb, Kettleby, 45 h 
Union Church, King& Whitechurch 

33 h 

Lee Miller, Roches Point, 35 h 

W. H. Woods, Roches Point, 35 H 
Geo. Hamilton, Ravenshoe, 35 h 
John Laxenby, Keswick, 35 h 
Squire York, Keswick, 35 h 
Presbyterian Church, 10 Con. King 

45 H 
Public School, 12 Con. King, x ork 

County, 35 h 
Public School,Whitechurch, (3) 35 H 
John Kartz, Klineburg, 35 h 
Jas. Malcom, Cedar Grove, 138 ph 
Elias Sheppard, Belhaven, 35 h 
Thos. Hood, Agincourt, 13S p H 
R. Pugsly, Eglinton, 35 h 
A. Henick, Headford, 132 p h 
J. Kennedy, Agincourt, 35 h 
Wm. Cook, Canville, 13S m 
School Section No. 4, North GuiH- 

inber, 34 M l 
Moses Knight, Brovnshill. 33 h 
R. Suffell, Inkerman, 35 h 
A. Coregan, Inkerman, 43 h 
S. Sloan, Goderich, 138 m 
J. Carey, Goderich, 138 m 
C. Segar, Goderich, 146 p h 



Walter Brown, Wolfville, N. S. 53 h 

H. J. Crocker, Fingal, 35 h 

G. A. Marlatt, Fingal, 35 h 

W. H. Clay, Fingal, 35 h 

W. H.*McGill, ^ rlvercon, 33 h 

Joseph Staples, Ida, 45 11 

Rev. H. F Burgess, Bethany, 138 m 

St. Andrews Church, Eldon, 45 H 

R. C. Brandon. Cannington, 45 h 

J. C. Smith Cannington, 45 n 

H. Stroner, Arkona, 35 h 

Hy Ulter, Arkona, 35 h 

F. Hall, Arkona, 35 h 

Daniel Stewart, Summerside, P. E. 

I., 136 SDR 
David Schurman, Summerside, P. 

E. I., 136 SDR 

Wm. A. Stewart, Summerside, P. 

E. I., 136 S D R 
Mr. Furlong, Otterville, 35 h 
S. B. Loosing, Otterville, 35 h 
S. Smiley, Otterville, 35 h 
Daniel Markle, Rodney, 35 h 
Samuel Patterson. Rodney, 35 h 
David Patterson, Rodney, 65 h 
R. R. McKellar & Co., Glencoe, (2) 

Wm. Thompson, Watfoad, 35 h 
Ben Bachelor, Watford 35 h 
Rogers Hotel, Watford, 55 h 
J. G. Owen, Streetsville, 50 w 
J. G. Batty, Streetsville, 152 s d 
English Church, Streetsville, 152 S D 
A. Montgomery, Lakelet, 35 h 
Cyrus Hallman, Lakelet, 45 h 
Mcintosh Church, Belmore, 55 h 
R. Noble, Norval, 50 w 
Jos. Williams, Glenwilliams, 40 w 
Jas. Hodgins & Son, Shawville, 43 h 
English Church, Shawville 55 H 
W. G. Gilmour, Waterloo, 45 H 



J. I. Wallace, Waterloo, 45 h 
Edward Richard, Waterloo, 45 h 
J. Chatelain, Buckingham, 65 H 
Wm. Baker, Buckingham, 54 m l 
Rev. M. Mongan, Buckingham, 138 m 

Rev. bather Michel, Buckingham, 

53 h and 152 m 
Wm. McKenna, Magog, 35 h 
W. E. Chester. 461 Lagancheteur 

Street, Montreal, (2) 152 m 
Hood McEnroe & Co., Montreal, 

152 M 
Public School, Outremonte, 138 M 

E. Morel, St. Johns, 146 p h r 

F. F. Tarte, Farnham, 146 p h r 
L.J. D. Gauthier, Cookshire, 134 p H 
W. Lindsay, Ormstown, 35 h 

P. Pamchand, Summerset, 35 h 
J. E. George, Inverness, 35 h 
Court House, Inverness, 35 h 

W. McNally, Calumet Island, 35 h 
J. Miller, Ulverton, 35 h 
M. D. Scott, Sweetsburg, 35 h 
Boright & Soule, Cowansville, 134 M 
Thos. Stewart, Lachute, 152 m 

J. Wadleigh, Ulverton, 55 H 
All Saint's Church, Dunham, 55 h 
Chas. Church, South Durham, 43 u 
Presbyterian Church, Richmond, 

55 h 
Mr. Parker, Kingsey, 45 h 

S. H. Maddock, Kingsey, 34 m L 

Presbyterian Manse, Kingsbury, 55 o 
Congregational Church, Melbourne, 

45 h 
A. J. Cross, Melbourne, 55 H 

Jos. Deslauriers, Beauharnois, 13S 

P H R 

Jos. Kannuerer, Beauharnois, 14 c 

G. C. Placie, South Durham, 34 m l 
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The Pluto Boilep. 



/^UR aim has been to construct a Boiler that is economical, durable and cleanly, and we have succeeded in embody- 
-^ ing these important features in the "Pluto." Its perfect water and fire circulation, together with the enormous 
heating surface, renders it the most powerful and economical heater made. 

These Boilers are no experiment, having been thoroughly tried and tested. They have given excellent results in 
Manitoba as well as in the milder climate of Ontario. 

The M Pluto" Boiler has the following imported advantages: — 

It is sectional in all its parts. 

The size can easily be increased or diminished. ' # 

It has less joints than anv other Boiler of its class. 

It will burn all kinds of fuel — Hard or soft coal, wood or coke. 

It has large Ash Pit Door, which admits Ash Pan full size of Grate and Sifter. 

The Grate is easilv shaken and arranged to burn all kinds and sizes of coal. 

The Grate surface can easily be raked. 

The Fire Pot is of the best construction, and presents the largest possible amount of heating surface; it has no fire- 
brick or other non-conductor to diminish its effectiveness. 

The Feed Door is of ample size to admit large rough wood, and M The Pluto" gives splendid results where wood 
is used for fuel. 

The Feed Door is fitted with a gas-consuming device. 

All parts to be cleaned are easilv accessible, and so arranged that the soot and ashes fall into Ash Pit. The ad- 
vantages of this are plain— a clean cellar, no dust or ashes. 

All Faces of Sections are planed and make a perfect joint. 

A glance at cut shows its perfect water and fire circulation. 
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The Pluto 



Sectional Hot *&5ater Boiler. 



i - 



(PATENTED.) 




Will burn all kinds of fuel — hard or soft coal, wood or coke. 
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Pluto 



Sectional Hot Water Boiler. 







Sectional View, showing course Fire travels. 
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Pluto 



Sectional Hot (fidater Boilep 




*<t 



Sectional View, showing Ash Pit, Sifter, Grate, and Section of Boiler, 

showing circulation of Water. 
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Pluto Sectional Hot (&Jater Soilep. 



Dimensions, Prices, E-tc. 



Z~ 


Length 

in 
Inche*. 


Width 

in 
Inches. 


Height 

in 
Inches. 


Grate Surface- 
in 
Inches. 


Square ft. of 
Heating 
Surface. 


Length 

of 

Flue. 


Heating 

Capacity 
of 1 in. Pipe 

m 


-_ : 

Heating 
Capacity 

of 4 in. Pipe 


Pricel 


Sifter Extra 














FT. 






$ c. 


$ c. 


I 


26 


24 


53 


16 x 20 


43 


12 


1200 


400 


100 00 


2 S6 


2 


30 


-4 


- ■> 


l6 X' 24 


So 


14 


1700 


560 


140 00 


2 86 


5 


26 


24 


60 


20 x 20 


65 


12 


2^00 


830 


1 So 00 


2 S6 


6 


30 


2 4 


60 


20 x 24 


76 


14 


3000 


1 000 


210 00 


3.6 


7 


34 


24 


60 


20 x 28 


87 


I5K 


3500 


1 1 50 


240 00 


3 66 


S 


38 


24 


60 


20 x 32 


98 


I7# 


4000 


1350 


270 00 


4 16 


9 


42 


M 


60 


20 x 36 


109 


19 


4500 


1500 


310 00 


4 66 


IO 


46 


24 


60 


20 v 40 


120 


20K 


5O0O 


1650 


350 00 


5 *6 


1 1 


50 


2 4 


60 


20 x 44 


131 


22K 


55°° 


1850 


390 00 


5 66 


12 

* 


54 

• 


24 


60 


20 x 4S 


142 


24 


6000 


2000 


430 00 


6 16 



When lai-o-e buildings are to be heated, two or more boilers can be connected, so as to run separately or together, 
according to the temperature of the weather. 

All sections are tested independently, and each complete boiler is tested with a pressure of 40 pounds. 
We recommend in all cases that boilei> be covered with asbestos after being set up. 

The Pluto has no equal for warming private dwellings, public buildings, schools, churches, greenhouses, etc., by 
hot water circulation. 
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IrpproVed Agricultural Flirr^aoe. 
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Improved 

■ 

Agricultural Furnace. 






THIS new FARMER'S BOILER is constructed on the return flue principle, 
which insures a good double draft and economy of fuel. 

It is made entirely in sections with ample room for expansion and contraction 
thereby rendering it strong and durable. It has swing cover, deep ash pit, and a 
large fire door to admit large, rough wood. 

- 

There are hundreds in use, and we guarantee them to give the best satisfaction. 

It is undoubtedly the best Farmer's Boiler on the market, and is made in the 
following sizes: — 



No. 30 1 bbl Without Cover $17 28 

45 t .l% " • " 23 04 

30 1 " With Cover 19 80 

45 i# " ••• " 2<5 6 4 

30 Gallon Kettle only 5 42 

8 08 



+5 



u 
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IN ADDITION TO OUR D1N T L2 OF 




**^ 



^o .i^irsro 






HOT WATER BOILERS 









We also mariu.fa.ct'u.re a la-rgre and 

complete line of " 



HcH7ges ? StoVe^F Hoilouiruiare* Etc 



A_nd will be pleased to rqail Catalogue 

upon application. 
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